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FOREWORD 


I am very glad to write a short Foreword to this History of 
the Guards Division. I served on Lord Cavan’s staff during 
the first five months of the division’s existence, and, as a 
Guardsman, I continued to watch its achievements through* 
out the remainder of the war with pride and admiration. 

From its formation in August, 1915, to the Armistice in 
November, 1918, the division served on the Western Front 
and took part in all the great battles of the war with the 
exception of that of Arras. Its troops had a great tradition 
to maintain and very faithfully they maintained it. To 
the Guards Division attached the prestige that had been so 
gallantly won in the first year of the war by the battalions 
of Guards which formed part of the original Expeditionary 
Force. The high standard of discipline and the devotion 
to duty which had characterized those splendid troops 
were gloriously upheld by their successors. And the loyalty, 
patriotism and keen esprit de corps which inspired the 
infantry were fully shared by the other arms of the Service 
belonging to the Guards Division. 

There was, I should imagine, no division in the British 
Army in which there existed so strong a family feeling, or 
one in which the moral was sounder, resting as it did upon 
a mutual confidence between officers and men. There was, 
of course, a wholesome rivalry between the various units 
in the division, but it was, as a keen and unprejudiced 
observer has remarked, “ a rivalry towards a common 
ideal.” The struggle against a skilful and courageous foe 
had to be won and all ranks in the Guards Division, from 
its commanders to the most recently joined recruits, were 
firmly convinced that victory could not be achieved without 
good discipline and hard work. On many a stricken field 
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they proved the value of their training and gave an 
example of steadfastness and constancy to the whole Army. 

The record of the Guards Division is very fully described 
by Colonel Headlam in the following pages. He 1ms told his 
story dispassionately and without making any attempt to 
give undue prominence to the part played by the Guards 
in tlie Great War. He has thus succeeded, I think, in giving 
to those who may read his book a true picture of the life 
and work of the Guards Division, and has handed down 
to future generations of Guardsmen a record of military 
achievement which should be a guide and inspiration to 
them for all time. 



PREFACE 


In the following pages I have endeavoured to give a clear 
and accurate account of the work of the Guards Division in 
the Great War. It is a strictly military record, based on the 
divisional, brigade and battalion War Diaries and supple¬ 
mented, where necessary, by other official records, private 
diaries, personal narratives and various published works. 

I have striven after no literary effects; I have inter¬ 
polated no “ purple passages.” “ Good wine needs no bush.” 
The achievements of the Guards Division speak for them¬ 
selves. My task has merely been that of the faithful 
chronicler, who, with a profound admiration for the heroes 
of whom he writes, sets down the events as they occurred 
throughout the campaign, and, by so doing, hopes to give 
to liis readers a true picture of the great deeds that were 
performed and of the sufferings that were endured. 

I have received the utmost assistance and encouragement 
in my work from Major-General Sir Geoffrey Feilding, without 
whose personal initiative this history of the formation with 
which he was so long and intimately connected would 
probably never have been written, as well as from Major- 
General Sir George Jeffreys and Major-General Lord 
Ruthven. I desire also to thank the various officers of the 
Guards Division who have helped me either by correcting 
my narrative or by allowing me to read their private papers 
and diaries. 

I must acknowledge, too, my indebtedness to the Right 
Honble. Sir George Murray, who most kindly placed at my 
disposal the manuscript of the History of the Guards Division 
upon which his brother, Colonel Murray, was engaged at the 
time of his death. Colonel Murray had carried his history 
to the end of the first battle of the Somme and I have found 
useful guidance in his carefully prepared pages. 
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PREFACE 


Like every other author who seeks their help, I have 
received much valuable advice from Brig.-General J. E. 
Edmonds and the Staff of the Historical Section (Military 
Branch) of the Committee of Imperial Defence, and have 
been given access to all the available documents and maps. 

Finally, I must record the deep debt of gratitude which 
I owe to Captain Wilfrid Miles, who has helped me un¬ 
tiringly in the laborious work of research and who has 
kindly read through the proofs of this book, and made 
many valuable criticisms and suggestions. Major A. F. Bcckc 
and Captain Miles have supervised the preparation of the 
maps which have been drawn for me by Mr. H. Burge. 

CUTIIBERT HEADLAM. 



CONTENTS 


CHAPTER I 

INTRODUCTORY. 

(I) A preliminary note on the work of the Brigade of Guards before 
the formation of the Guards Division. (II) The formation and 
concentration of the Guards Division . . . (pp. 1-85) 


CHAPTER II 

The Battle of Loos, September, 1915. 

(1)' Reasons for the Allied Offensive in the Autumn of 1916. (2) Task 
of the First Army in the Allied Offensive. (3) Nature of the 
country on the British Front. (4) Gorman defensive organiza¬ 
tion. (6) Preparations for the battle and the results of the 
first day’s fighting. (6) Concentration of the XI Corps in the 
zone of operations—failure of the attack on the 26th of Sep¬ 
tember. (7) The Guards Division takes over the line from the 
21st and 24th Divisions. (8) Attack by the 2nd Guards Brigade 
on the Chalk Pit and Puits No. 14 bis. (9) Attack by the 3rd 
Guards Brigade on Hill 70. (10) Second attack by the 2nd 
Guards Brigade on Puits No. 14 bis. (11) Extension northward 
of the line held by the Guards Division and relief of the 
Division ..(PP- 30-00) 


CHAPTER HI 

Tjif. Battle of Loos (continued )— Actions of Tins Hohenzqllebn 
Redoubt, October, 1916. 

(1) The Guards take over the line opposite the Quarries, 4th of October 
—alteration of their front owing to the loss of the Hohenzollem 
Redoubt. (2) German attack on the 2nd Guards Brigade, 8th 
of October. (3) Decision to continue the British advance— 
r61e assigned to the Guards—German attack on tire 1st Guards 
Brigade repulsed—relief of the Guards Division completed, 
18th of October—failure of the attack of the 40th Division— 
the Guards ordered to return to the line. (4) Relief of the 

xi 



CONTENTS 


xii 


40th Division successfully carried out on the 15th-16th of 
October—attack by the 2nd and 3rd Guards Brigades on 
the Holienzollern Redoubt and Dump trench. (5) Work of 
the Guards in the line—bombing attack by the 2nd tin. 
Irish Guards on the west front of the Holienzollern Redoubt 
—relief of the Guards, 20tli-27t.ii of October. (0) Some 
considerations on the Loos operations—share in them of the 
Guards Division ..(l'P- 70-00) 


CHAPTER IV 

Tnii WiNTBtt or 1915-1016. 

(1) In rest billets in the Bdthunc area. (2) Relief of the Indian Corps 
by the XI Corps on the front east and south-east of Lavcntie. 
(3) The new line occupied by the XI Corps. (4) Move of llic 
Guards Division into ita new area. (5) Bad condition of the 
trenches—drainage difficulties. (0) Method of holding the line 
on the front of the XI Corps. (7) Arrangements for the well¬ 
being and comfort of the troops of the Guards Division during 
the winter. (8) The Divisional defence scheme. (9) Winter 
operations—raids and reconnaissances. (10) Winter Training- 
Schools and Courses of instruction. (11) Promotion of Lord 
Cavan—Brig.-Gcneral Folding appointed G.O.C. the Guards 
Division—other changes in the commands. (12) The Guards 
Division leaves the XI and joins the XIV Corps (pp. 91-115) 


CHAPTER V 

In tor Yeres Sauent, March-Juta-, 1910. 

(1) The Guards join the XIV Corps in the Second Army area—in 
Corps reserve round Casscl und at Calais—relief of the Otli 
Division in the YpTes Salient, 16th~20th of March. (2) Work 
in the line—restoration and reconstruction of tho trench system 
—activity of the German artillery. (3) Hostile raid on the lttth 
of April—death of Brig.-General Heyworth—the Guards relieved 
by the 20th Division—the 2nd Guards Brigade sent to relieve 
the Canadians opposite Hooge—the Guards Division takes over 
the left sector of the front of the XIV Corps, 16th-19tli of June 
—work in the line. (4) Resumption of an aggressive policy 
on the front of the Second Army—raids by the Guards—departure 
of the Division to the Somme area, 27tli of July. (5) Arrival 
of the Guards in the area of the Resorve Army—the Division 
goes into the line opposite Beaumont Hamel. (0) The social 
life of the Division—the “Daily Dump 11 —work of the 
chaplains.(pp, 110-184) 



CONTENTS 


xiii 


CHAPTER VI 


Tins OmuvrioNH on tius Somme —This Battles of Flhiis- 
CoURCELETTE AND MoitVAL, SEPTEMBER, 1918. 

(1) Objects of Lhc Allies in the battle of the Somme—scope of the 
operations—nature of the terrain. (2) Opening of the Allied 
attack, 1st of July—progress of the advance to the middle of 
September. (3) The XIV Corps transferred to the Fourth 
Army front—preparations for the attack on the Morvnl—Les- 
boeufs—Gueudccourt lino by the Guards Division. (4) The 
3rd Guards Brigade relieves the 47th and 48th Infantry Bdes. 
in the line at Ginchy, Olh-lOth of September—German counter* 
attacks in the neighbourhood of Ginchy—attempt to capture 
the ** Quadrilateral ”—inter-brigade relief on the Divisional 
front. (5) The 1st and 2nd Guards Brigades in the line—pre¬ 
parations and dispositions for the attack of the 15th of Sep¬ 
tember. (0) Events of the 13th and 14th of September— 
assembly of the Guards battalions for the attack. (7) The 
attack by the 1st and 2nd Guards Brigades on the 16th of 
September. (8) The attack of the 3rd Guards Brigade on the 
18th of September—relief of the Guards Division. (9) Return 
of the Guards to the line—preparations for the renewal of the 
offensive. (10) Capture of Lesbmtifs by the 1st and 3rd Guards 
Brigades, 25th of September—the Guards Division withdrawn 
from the line for rest and training. (11) Work of the Guards 
Machine-Gun Companies during the flghLing on the 15th and 
25th of September. (12) Work of the Divisional R.E. and the 
4th Bn. Coldstream Guards (Pioneers) during the course of the 
operations on the Somme. (13) Work of the Divisional Artillery 
on the Somme.(pp. 135-186) 


CHAPTER VII 

The Winter on the Somjie, 1916-1917— The German Retreat to 
THE IIlNDENUURG LINE, 14TH OF MaRCH-5TII OF APRIL, 1917. 

(1) The Guards in the training area—preparations for the winter- 
work of the Divisional II.E. and 4th Bn. Coldstream Guards 
(A'ioueers) in the devastated area. (2) The Guards relieve the 
17th Division in the line, 18th of November—method of holding 
Iho front—relief of the Guards by the 5fch Australian Division, 
21st of November. (8) The Guards relieve the French at 
Sailly-Saillisel, 4th of December—bad condition of the new 
front—their relief by the 20th Division, 1st of January, 1917. 
(4) Work of tiro Divisional Artillery during the months of 
October and November, 1910. (6) The Guards relieve tire 8th 
Division between Rancourt and Saillisel, 11th of January, 
1017—work in tho new sector—severity of the weather—German 



xiv CONTENTS 

withdrawal on the Ancre. (6) Extension of the Divisional 
front—German withdrawal to the Hindenburg Line—pursuit 
by the Guards—difficulties of the advance—the Guai'ds ordered 
to consolidate their new positions. (7) Reconstruction work 
done by the Division in the devastated area—concentration 
in the Heilly area preparatory to moving to Flanders, May, 
1917 ..(pp.187-214) 


CHAPTER VIII 

The Flanders Offensive, 1917—The Battle of Pilckem Ridge, 

31st of July. 

(1) The Allied initiative on the Western Front—the spring offensive, 
1917. (2) The opening of the summer campaign in Flanders— 
rdle of the Guards Divisional Artillery and other units of the 
Division in the battle of Messines, 7th of June. (3) The Guards 
take over the Boesinghe sector of the line preparatory to the 
British offensive on the Ypres front. (4) Preliminary prepara¬ 
tions in the front area. (5) The problem of the crossing of the 
Yser Canal. (6) Reconnaissance work by the troops in the line. 
(7) Plan of attack by the Guards Division. (8) Work of the 
Divisional Artillery, Trench Mortars and Machine Guns on the 
Divisional front in the preliminary bombardments. (0) Post¬ 
ponement of the Ypres offensive—further raids by the Guards. 
(10) The crossing of the Yser Canal, 27th of July. (11) Artillery 
and machine-gun barrage, 31st of July. (12) Advance oi' the 
Guards to their first objective, 31st of July. (13) Advance to 
the second objective. (14) Advance to the third objective. 
(15) Advance to the fourth objective. (16) Organization of Lhe 
new line, reliefs, etc, (17) Work of the Divisional R.E. and 4th 
Bn. Coldstream Guards (Pioneers), etc., 31st of July. (18) Ad¬ 
vance of the Divisional Artillery, 81st of July. (19) Results 
of the day’s fighting on the front of the Fifth Army—Share of 
the Guards Division in the general advance . (pp. 216-256) 


CHAPTER IX 

The Flanders Offensive, 1917 ( continued )— The Crossing of the 
Broembeek, 9th of October—Summary of the work done 
by the Guards Division in the Battles of Ypres, 1917. 

(1) Holding the line—relief of the Guards by the 20tlx Division, 7th of 
August. (2) In rest billets in the Proven—I-Ierzecle area. 
(S) Work of the Divisional Artillery during the month of August. 

(4) Return of the Guards Division to the line, 27th of August. 

(5) Fighting on the Broembeek. (6) Relief of the Guards by 
the 29th Division, 21st of September. ■ (7) Work of the. Divisional 



CONTENTS 


xv 


Artillery during the month of September. (8) Preparations for 
the resumption of the offensive. (9) The Guards attack, 9th 
of October. (10) Work of the machine gunners, 9tb of October. 
(11) Work of the Divisional R.E. and 4th Bn. Coldstream Guards 
(Pioneers), 9th of October. (12) Attack by the 3rd Guards 
Brigade, 12tli of October. (18) Relief of the Guards by the 
35th Division, 17th of October. (14) Work of the Divisional 
Artillery during the mouth of October. (15) Work of the 
R.AJW.C. on the Divisional front during the Ypres offensive. 

(16) Casualties suffered by the Guards during the offensive. 

(17) Summary of the work done by the Division in the 

Battles of Ypres, 1917. (18) Changes in the Commands and 
Staff of the Division during the course of the Ypres 
offensive.(pp. 256-290) 


CHAPTER X 

Tub Cambhai Operations, 1917— Tim attack on Fontaine-Notre- 
Dame, by the 2nd Guards Brigade, 27tii of November. 

(i) The reasons lor the Cambrai offensive. (2) The Guards Division 
moves south—scope of the proposed operations in front of 
Cambrai explained to Major-General Fcilding—opening of the 
attack, 20th of November—the Guards move into the battle 
zone—relief of the 51st Division in the line by the 1st and 3rd 
Guards Brigades. (3) Results of the fighting between the 21st 
and 24th of November. (4) The 3rd Guards Brigade sent to 
the assistance of the 40th Division—the 2nd Bn. Scots Guards 
and the 4th Bn. Grenadier Guards in action in Bourlon Wood 
and south-east of it, 25th of November, (5) The decision for 
the Guards to attack FonUune-Notre-Dame—Major-General 
Feilding’s objections to the attack overruled. (6) The 2nd 
Guards Brigade takes over the line preparatory to the attack 
on Fontaine-Notre-Dame. (7) Hurried arrangements for the 
attack, (8) Attack by the 2nd Guards Brigade upon Fontaine- 
Notre-Damo. (9) Withdrawal of the 2nd Guards Brigade to 
the British front line. (10) Work of the 2nd Guards Brigade 
Machine-Gun Company during the fighting, 27th of November. 

(11) Comments on the engagement of the 27th of November. 

(12) Relief of the Guards by the 59th Division. (pp< 291-822) 




FRONTISPIECE : A Guardsman, 1914. 

From a coloured slcetch by Olive Snell. 

LIST OF MAPS 

FAOINQ PAGE 

Brigade of Guards: Operations, Aug., 1914, to Aug., 1015 24 

The Battle of Loos, 1915. No. 1—Guards Division : 

Sept. 27th and 28t.h . . . . . G8 

The Battle of Loos, 1915. No. 2—Guards Division : 

October ........ 90 

Guards Division: Winter, 1915-1G (Neuve Cliapclle front) 114 

XIV Corps Sector: Ypres, 1916 ..... 184 

Guards Division: Operations, Sept. 15th, 1916 . . 164 

Guards Division: Operations, Sept. 25th, 1916 , . 180 

Attack of Guards Division: July 81st, 1917 . . . 254 

Guards Division: Operations, October, 1917 . . . 290 

Guards Division: Operations at Bourlon Wood and 

Fontaine-Notre-Dame, Nov., 1917 .... 822 


VOL. 1. 


xvil 


B 




HISTORY OF THE GUARDS DIVISION 
IN THE GREAT WAR, 1915—1918 

CHAPTER I 
Introductory. 

I. A PRELIMINARY NOTE ON THE WORK OF THE BRIGADE 
OF GUARDS BEFORE THE FORMATION OF THE 
GUARDS DIVISION. 

In the space available in this book, which really deals only 
with the history of the Guards Division, it is unfortunately 
impossible to give anything like an adequate description 
of the work of the Brigade of Guards in Prance before the 
formation of the division in August, 1915. At the same 
time any record of the Guards in the Great War which 
passed over in silence their doings during its opening year 
would clearly be open to criticism, for at no subsequent 
period in the titanic struggle did they ever excel their 
achievements in its first critical months. It is to be hoped 
that a full account of the share of the Guards in the campaign 
between August, 1914, and August, 1915, may some day be 
written; in the meantime, it is only possible to give a short 
summary of the engagements in which they took part before 
the Guards Division was formed. 

% s)s H! s|< # 

Six battalions of Guards went to France with the original 
British Expeditionary Force, which crossed the Channel 
between the 12th and 17th of August, 1914. 

Of these battalions the 1st Bn. Coldstream Guards and 
the 1st Bn. Scots Guards belonged to the 1st (Guards) Bdc., 
commanded by Brig.-General Ivor Moxse (Coldstream Guards) 

1 
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(1st Division).* * * § The 2nd Bn. Grenadier Guards, the 2nd 
and 8rd Bns. Coldstream Guards and the 1st Bn. Irish Guards, 
constituted the 4th (Guards) Bde. (2nd Division) under the 
command of Brig.-General R. Scott-ICerr (Grenadier Guards).f 
Two other battalions of Guards—the 1st Bn. Grenadier 
Guards and the 2nd Bn. Scots Guards—formed part of the 
20th Infantry Bde. (7th Division),$ and landed at Zeebrugge 
on the 7th of October, 1914, under the command of Brig.- 
General H. G. Ruggles-Brise (Grenadier Guards).§ 


(1) The 4th (Guards) Brigade, August, 1914, to August, 

1915. 

At midday on the 28rd of August, 1914, Sir John 
French’s Army was holding the line Binche-Mons-Condd. 
The I Corps on the right, under the command of Sir Douglas 
Haig, was facing north-east between Peissant and Mons, and 
Sir Horace Smith-Dorrien’s II Corps was facing north along 
the canal from Mons to Conde. The front of the I Corps was 
held by the 1st and 2nd Divisions, on the right and left 
respectively, each division having one brigade (3rd and 6th 
Infantry Bdes.) in the front line. 

Early in the afternoon of the 28rd, the 4th (Guards) 

* The brigade was subsequently commanded by Brig.-General 
C. FitzClarence, Y.C., Irish Guards. When he was killed on the 11th 
of November, 1914, Brig.-General H. C. Lowilier, Scots Guards, suc¬ 
ceeded to the command. The other battalions in the I st (Guards) Bde. 
were the 1st Bn. The Black Watch and the 2ud Bn. The Royal Munster 
Fusiliers. 

f Brig.-General Scott-Kerr was severely wounded at Villers Cot- 
tdrSls and was compelled to give up the command of the brigade. 
Lieut.-Colonel N. A. L. Corry succeeded him and commanded the 
brigade until the 5 th of September when he handed over the command 
to Lieut.-Colonel G. Feilding, who retained it until the arrival from 
England on the 18th of September of Brig.-General the Earl of Cavan 
(Grenadier Guards). 

$ The other battalions in the 20th Infantry Bde. were the 2nd Bn, 
The Border Regiment and the 2nd Bn. The Gordon Highlanders. Early 
in 1915 the 6th Bn. The Gordon Highlanders (T.F.) was also posted 
to the brigade. 

§ When Brig.-General Ruggles-Brise was wounded in the Yprcs 
fighting, he was succeeded in the command of tlie brigade by Brig.- 
General F. J. Heyworth (Scots Guards), 
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Bde., which was in reserve, was pushed forward to extend 
the line held by the Cth Infantry Bde. to the left north¬ 
westward towards Mons, and later in the day, when the news 
reached Sir Douglas I-Iaig that the 3rd Division on his left 
was being seriously attacked by the Germans, two of the 
Guards battalions were ordered to take over the defence 
of a portion of the front of the 3rd Division. The Guards, 
however, were hardly involved in the fighting on the 23rd 
of August, the enemy’s attack being directed upon the front 
of the II Corps.* 

In the retreat, which began the next day, the withdrawal 
of the II Corps was covered by the I Corps and it fell to the 
lot of the 4th (Guards) Bde. to form the infantry rear guard 
of the latter corps. The Guards were not much molested 
by the enemy on the 24th or 25th of August, f but, on the 
26th, they were seriously engaged in the Affair of Landrecies. 
In the afternoon of that day they reached Landrecies and the 
brigade went into billets, the 3rd Bn. Coldstream Guards 
(Lieut.-Colonel G. Feilding) providing the outposts. About 
7 p.m. the Germans, who contrived to make their way 
close up to the Coldstream piquets by answering the challenge 
in French, attacked with the bayonet and succeeded in the 
first moments of surprise in capturing a machine gun. But 
the Coldstream, effectively assisted by the machine-gun 
section of the 2nd Bn. Grenadier Guards, quickly regained 
control of the situation. The piquets were reinforced, and, 
although the fighting continued until midnight, the enemy 
made no progress and withdrew about 1 a.m. after a howitzer 
of the 60th Battery, R.F.A., had succeeded in silencing his 
guns. The 3rd Bn. Coldstream Guards bore the brunt of the 
attack4 It was this battalion’s baptism of fire and it 

* See “ History of the Grear War : Military Operations: France 
and Belgium, 1014,” compiled by Brig.-General J. E. Edmonds, 
vol. i. p. 78. 

t On the 24th of August “ Even the rear guard was not really 
troubled; the 4th (Guards) Brigade retired by successive echelons 
from Horveng and Bougnies to a position two miles back between 
Qudvy le Petit and Genly, pursued by heavy but ineffectual hursts of 
shrapnel.” See “ History of the Great War,” vol. i. p. 89. 

$ The , battalion lost 6 officers and 124 other ranks casualties in 
the engagement. 
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gloriously maintained the tradition of the regiment.* The 
Grenadiers suffered comparatively few casualties. 

The following day, the 27th of August, the retreat was 
resumed. For the remaining days of August the Guards 
were not called upon to do any fighting, but the hard and 
continuous marching in the dust and heat, and the short 
time available for rest and sleep, severely tested their powers 
of endurance. Nevertheless, excellent march discipline was 
maintained, and but comparatively few men fell out.f 

Soissons was reached on the 80th of August and the next 
day the 4th (Guards) Bde. again received orders to cover 
the retirement of the 2nd Division whose troops had reached 
Villers Cotter&ts. On the 1st of September the 2nd Bn. 
Grenadier Guards and the 3rd Bn. Coldstream Guards, 
which were posted in the open south of Soucy, after checking 
the enemy’s advance, were skilfully withdrawn to a line of 
defence round Rond de la Reinc in Villers Cotterfrts Forest. 
The enemy then advanced with a force of all arms and, 
at about 10 a.m., attacked the second line of defence between 
Vivi&res and Puiseux, held by the 2nd Bn. Coldstream Guards 
and 1st Bn. Irish Guards under the command of Lieut.- 
Colonel the Honble. George Morris, commanding the latter 
battalion. After a short artillery engagement the Germans 

* “ The 4th (Guards) Brigade in Landrecies was heavily attacked 
by troops of the Ninth German Army Corps, who were coming through 
the forest on the north of the town. This brigade fought most gallantly 
and caused the enemy to suffer tremendous loss in issuing from the 
forest into the narrow streets of the town.” See Sir John French’s 
Despatch, 7th Sept., 1914. As a matter of fact the Gorman troops 
who attacked the Guards on this occasion belonged to the 14th Infantry 
Bde. of the IV Corps. See “ History of the Great War,” vol. i. p. 127. 

At one period in the engagement the enemy’s incendiary bombs 
set fire to some stacks of straw in a farmyard and disclosed to the 
Germans the smallness of the force which was checking their advance. 
Lance-Corporal G. H. Wyatt, 3rd Bn. Coldstream Guards, dashed 
forward and succeeded in extinguishing the flames although at the time 
the Germans were only a few yards from the spot. For this, and a 
subsequent act of gallantry at Villers Cott&Sts on the 1st of September, 
Lance-Corporal Wyatt was awarded the Victoria Cross. 

t See “ The Grenadier Guards in the Great War,” by Lieut.- 
Colonel ilie Bight Honble. Sir Frederick Ponsonby, vol, i. pp, 30, 31; 

The Irish Guards in the Groat War,” by Rudyard Kipling, vol. i. 
pp. 7-10. 
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withdrew and Lieut.-Colonel Morris ordered the 2nd Bn. 
Coldstream Guards to retire to a position north of Villers 
Cottdr&ts, He was himself about to follow with his own 
battalion when he received a message from Brig.-General 
Scott-Kerr telling him to hold on to his positions as the 
divisional commander proposed to give the main body a longer 
rest in Villers Cottdrets than had been originally intended. 
It was too late to recall the Coldstream, but the Irish Guards 
remained in their positions and withstood a hostile attack 
which was delivered by the Germans in considerable strength 
about 10.45 a.m. About this time in the day, however, the 
enemy succeeded in making his way into the wood and 
attacked the line held by the 2nd Bn. Grenadier Guards on 
the right and the 3rd Bn. Coldstream Guards on the left. 
Owing to the density of the trees and undergrowth the 
companies of both these battalions were somewhat widely 
extended and the Germans penetrated through the intervals 
between them. Some fierce and confused fighting at close 
quarters ensued, but the two battalions held to their 
ground with great pertinacity and were still in their 
positions when at length the Irish Guards, who had again 
been heavily attacked, were forced back through the forest. 
By this time Lieut.-Colonel Morris and his second-in- 
command, Major H. Crichton, had both been killed and 
Brig.-General Scott-Kerr severely wounded; * but the 
fighting in the wood was so much involved and units so 
inextricably intermingled that any kind of general super¬ 
vision would have been out of the question. Officers and 
men of all three battalions behaved with the utmost steadi¬ 
ness and determination, and succeeded in fighting their way 
bade to Villers Cott4r6ts, which they reached about 2 p.m.f 

* The command of the brigade temporarily passed to Lieut.- 
Colonel N. A. L, Corry, Major G. Jeffreys taking over the command 
of the 2nd Bn. Grenadier Guards. The command of the 1st Bn. 
Irish Guards devolved upon Major IT. I-L Stepney, until the arrival of 
Lieut.-Colonel Lord Ardee on the 18th of September. The death 
of Lieut.-Colonel Morris deprived the Irish Guards of an extremely 
able commanding offioer in whom all ranks had the greatest con¬ 
fidence. 

f See “ History of the Great War,” vol. i. pp. 241,242. “At Villers 
Cott&Sts the men of the 4th Brigade became very muoh mixed, and 
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They had cheeked the advance of a considerably superior 
force of the enemy and inflicted serious casualties upon him. 

The 4th (Guards) Bde. had no more fighting during 
the retreat. 

On the 6th of September the Allied Armies returned to 
the offensive and two days later the 4th (Guards) Bde., now 
commanded by Lieut.-Colonel Feilding,* formed the infantry 
of the advanced guard of the 2nd Division and helped to 
force the passage of the Petit Morin after some considerable 
opposition from the enemy .‘f The following day the Marne 
was crossed without any fighting. On the 18th of September 
an attempt was made by the 2nd Bn. Coldstream Guards 
to cross the Aisne by means of a temporary bridge at Cha- 
vontve after the enemy had been driven out of that village. 
The battalion succeeded in crossing the river, but then came 
under heavy artillery fire as it reached the ridge on the 
farther bank and had to be withdrawn again across the river, 
a guard being left at the bridge. 

The following day the 2nd Division effected the passage 
of the Aisne at Pont Arcy, the 4th (Guards) Bde., the last 
of its brigades to cross the river, being directed on the 
Soupir spur which had already been occupied by the 6th 
Infantry Bde. The 2nd Bn. Grenadier Guards led the 
advance which was vigorously shelled by the enemy. The 
Grenadiers began to reach their allotted positions in the 
neighbourhood of La Cour de Soupir Farm at about 10.30 a.m. 
and were almost immediately attacked by the Germans 
advancing in dense masses across the open. They held then- 
ground and the 3rd Bn. Coldstream Guards, coming up on 


officers took command of the men who happened to be near them. The 
wood, too, was so thiek that at fifty yards’ distance parties were 
practically out of sight of each other.” See “ The Grenadier Guards 
in the Great War,” vol. i. p. 84. In tins action the Grenadiers lost 
altogether 4 officers and 160 other ranks; the Coldstream 8 officers 
^ » L°. e ^ anlts5 ^ 1x1811 Guards 0 officers and 115 other ranks. 

.. „ , K 1 „ ?„* Matheson temporarily took over the command of 

o 8r< ? ® n -Coldstream Guards. On the 17th of September Brig- 
General the Earl of Cavan arrived from England and assumed the 
command of the brigade, Lieut.-Colonel Feilding returning to his 
battalion. About the same time, Lieut.-Colonel W. Smith took over 
the command of the 2nd Bn. Grenadier Guards. 

t See “ History of the Great War,” vol. i. pp. 282,288. 
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their right, was in time to check the enemy’s advance which 
had made some progress on that flank. Heavy fighting 
continued throughout the remainder of the day, but the 
Guards were able to hold their own, and, when darkness 
set in, entrenched on a line north and north-west of La 
Cour de Soupir Farm.* * * § 

The stand of the Germans on the Aisne brought to an end 
the Allied advance on this part of the front and began the 
period of trench warfare which was to last for so many 
months. 

For nearly three weeks the Guards remained in their 
positions in the neighbourhood of Soupir. At first they 
suffered severely from the enemy’s artillery fire, but by 
degrees the trenches were improved and the casualties 
steadily decreased. 

By the end of September it was abundantly dear to 
the Allied leaders that no farther progress could be made 
on the Aisne front, and, at the beginning of October, Sir 
John French, with the approval of General Joffre, trans¬ 
ferred his troops to Flandcrs.f 

The I Corps was the last of the three British corps to 
move north and the 4tli (Guards) Bde. did not reach Haze- 
brouck until the middle of October. 

The 19th of October, 1914, is the official date of the 
opening of the first battle of Ypres which continued without 
intermission until the 22nd of November.^ On the 20th 
of October the 2nd Division moved forward from Boeschepe.§ 

The 4th (Guards) Bde. formed the infantry of the advanced 
guard and its leading battalions, the 2nd and 8rd Cold¬ 
stream Guards, got in touch with troops of the 7th Division 
in the vicinity of Zonncbcke where they dug themselves in 
for the night. The other two battalions of the brigade 
billetted that niglit at St. Jean. The following day the whole 

* The casualties in the brigade during the day’s fighting amounted 
to about 500. 

f See “ History of the Great War,” voi, i. p. 406. 

$ See “ Report of the Battles Nomenclature Committee as approved 
by the Army Council.” [Cmd, 1188], 1021. 

§ The division was ordered to march in the direotion of Thourout, 
a town situated about ten miles east of Dixmude. 
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brigade moved forward towards Passchendacle and took 
up a defensive position a little to the east of the Zonncbelte- 
Langemarck road. The enemy was reported to be advancing 
in great strength through Houthulst Forest, and information 
was received that the progress of the troops on the right 
and left of the Guards had been brought to a standstill. 

On the 22nd of October an attempt was made to continue 
the British advance. The 2nd Division moved forward to 
the attack with the 7th Division on its right and the 1st 
Division on its left. The 4th (Guards) Bde. was on the 
right of its divisional front. The 2nd and 3rd Bus. Cold¬ 
stream Guards led the advance, but the fire of the enemy’s 
artillery was very severe and little progress was made. At 
night the Guards were close to the Zonnebcke-Passclien- 
daele road and the Grenadiers and Irish Guards were sent 
forward to fill the gaps in the line. The casualties in the 
brigade during the day’s lighting had not been particularly 
heavy, but the Coldstream had lost 6 officers, including 
Lieut.-Colonel Feilding, who was slightly wounded,* and 80 
other ranks. 

The following day the positions held by the Guards were 
taken over by the French, and, as the brigade moved out 
of the line, the troops were able to get a tolerable night’s 
rest. On the 25th of October the Guards were ordered 
to take the Reutel spur. The 1st Bn. Irish Guards led the 
attack, but its advance was fiercely opposed and was checked 
about 200 yards north of the village of Reutel. The 2nd 
Bn. Grenadier Guards, on the right, made even less progress. 
During the night the enemy made three counter-attacks, 
but was repulsed on each occasion. Further efforts were 
made to continue the advance the following day, but the 
German machine-gun and artillery superiority prevented 
any material progress being made. At dusk the 1st (Guards) 
Bde. (1st Division) took over the line of the 7th Division 
north of the Menin road and was thus on the immediate; 
right of the 4th (Guards) Bde. Lord Cavan under the cover 

* Major Matheson again took over the command of the 3rd lb). 
Colastoeam Guards. Lieut.-Colonel Feilding was ablo to return to his 
battalion on the 15fch of November, 



GERMAN ATTACKS ON YPRES y 

of darkness sent up the 2nd Bn. Coldstream Guards to link 
up the Irish Guards and Grenadiers in his front line. The 
27th of October was a quiet day and the Guards seized the 
opportunity to improve their trenches. The Irish Guards 
were relieved by the 3rd Bn. Coldstream Guards. 

The two Coldstream battalions, under the command of 
Lieut.-Colonel Pereira, who also had at times under his 
command units or portions of other units, held this line on 
the eastern edge of Polygon Wood facing Reutel and Bcce- 
laere until the night of the 15th-16th of November, when 
they were relieved by the French. They were not involved 
in any heavy fighting with the German infantry during 
this period, but they had no respite from the fire of the 
enemy’s guns and his snipers were always busy. It was a 
long and trying ordeal for all ranks.' 1 ' 

On the 29th of October the Germans launched a heavy 
attack upon the point of junction between the 1st and 7th 
Divisions in the neighbourhood of the cross-roads south-east 
of Gheluvclt and for a time the British line was broken. The 
2nd Bn. Grenadier Guards and the 1st Bn. Irish Guards 
were then in 2nd Divisional reserve and the latter battalion 
was sent forward to assist in restoring the situation north¬ 
east of Poczclhock, The following day saw the 3rd Cavalry 
Bde. and the 7th Division pressed back towards Klein Zille- 
belce, and Lord Cavan, having under his command the 2nd Bn. 
Grenadier Guards, the 1st Bn. Irish Guards and the 2nd Bn. 
Tire Oxfordshire and Buckinghamshire Light Infantry, was 
ordered to move down to the right of the 7th Division. In the 
evening the Irish Guards and the Oxfordshire and Bucking¬ 
hamshire Light Infantry dug in on the edge of the wood, which 
later on came to be known as Shrewsbury Forest. The 
Grenadiers were on the right supporting the cavalry. This 

* Curiously enough the remnant of the 1st Bn. Coldstream Guards— 
about 120 strong, without oificers olr senior non-commissioned officers— 
also camo under Lieut.-Colonel Pereira’s command on the 5th of 
November. See p. 17. 

. From the 26tli of October to the 17th of November tire 2nd Bn., 
Coldstream Guards lost 7 officers and 216 men. On leaving Polygon 
Wood the two Coldstream battalions marched to Zillebekc, where 
they again came under tho command of Lord, Cavan. 
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line was heavily shelled by the enemy’s artillery on the 31st 
of October, the Irish Guards being the principal sufferers. 
German attacks, too, farther to the left, uncovered the left 
flank of “ Cavan’s Force ” for a time, but nevertheless the 
position was successfully maintained. The Grenadiers were 
relieved by the French at an early hour on the 1st of November, 
but the Irish Guards remained to suffer further losses from 
the enemy’s continuous artillery bombardment.* Later in 
the same day, the Grenadiers were employed in a counter¬ 
attack which once more brought them up into the line on 
the left of the Irish Guards. This counter-attack restored 
the front which had been broken. 

Heavy hostile shelling continued throughout the days 
which followed and the tired but indomitable troops were 
called upon to withstand repeated infantry attacks. The 
6th of November was an especially trying one for the Irish 
Guards. The French troops on their right were forced to 
retire and the right company of the Irish Guards was over¬ 
whelmed. The following day Major Stepney, the officer 
commanding the battalion, was killed. - }* Two days later, 
on the night of the 9th, the Irish Guards were relieved and 
moved back into corps reserve, the survivors together with 
the reinforcements available only sufficing to form two 
companies each barely 150 strong. 

The following day the Grenadiers were relieved after 
passing through what they themselves described as “ the mos t 
gruelling day of the bombardment." { 

Neither the Grenadiers nor the Irish Guards were deeply 

* Casualties among the officers of the Irish Guards were very 
heavy on the 1st of November, Lord Ardce, the commanding officer, 
being among the wounded. Major Stepney assumed the command of 
the battalion. 

t See “ The Irish Guards in the Great War," vol. i. p, 42, Capt. 
N. Orr-Ewing commanded the battalion from this date until the night 
of the Oth of November when Major Webber took over the command 
from him. The battalion between the 31st of October and the 7th 
of November lost 10 officers and 507 other ranks. 

t See “ The Grenadier Guards in tire Great War,” vol. i. pp. 170, 
171, 11 The 2nd Battalion Grenadiers made a wonderful stand to-day 
against enfilade fire of the worst description. They stuck it out simply 
ma^rficently. ’ Extract from an account of the day’s fighting by 
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involved in the battle of Nonne Boschen (Nuns’ Wood) on 
the 11th of November, although the former had some 
casualties when moving up in support of the attack and 
spent a very unpleasant night and day under hostile artillery 
fire in the neighbourhood of the wood. In the evening of the 
12th of November the two Guards battalions, together with 
the 2nd Bn. The Royal Munster Fusiliers and the 1st Bn. The 
Gloucestershire Regiment, were ordered to carry out a counter¬ 
attack under the command of Brig.-General FitzClarence. 
This counter-attack was never actually launched,* but the 
1st Bn. Irish Guards, which led the advance from Nonne 
Boschen, came under a severe and accurate fire and had 
heavy casualties, with the result that at nightfall the battalion 
only mustered 4 officers and 160 men. Major Webber, com¬ 
manding the Irish Guards,f was wounded and Brig.-Gencral 
FitzClarence killed.^; 

On the 15 th of November the Grenadiers and Irish Guards, 
who had received a draft of men, rejoined “ Cavan’s Force ” 
and weut back into the trenches near Klein Zillebeke, the 
cavalry being on their right. On the 17th, the Germans 
made their last desperate effort to reach Ypres. Attack 
after attack was driven back with but comparatively slight 
losses to the Guards battalions. One company alone of the 
Grenadiers is reported to have fired over 24,000 rounds of 
ammunition and the enemy’s losses were enormous. 

On the 18th of November the 3rd Bn. Coldstream Guards 
took over the line held by the Grenadiers and Irish Guards 
and was in turn relieved by the French on the 20th of 
November. The 2nd Division was then withdrawn from the 
battle zone and the 4th (Guards) Bde. went back into billets 
at Meteren, together with the 1st Bn. The Hertfordshire 

* See “ The Grenadier Guards in the Great War,” vol. i. pp. 176-177. 

t Major the Honble. J. Trefusis, Scots Guards, succeeded him, in 
the command on the 18th of December. Owing to the arrival of 
further drafts, the battalion mustered 16 officers and 700 men early 
in December. 

J The death of Brig.-General FitzClarence, Irish Guaxds, was a 
serious loss to the Army. His great courage and brilliant leadership 
had already been amply proved on the 81st of Ootober when his quick 
decision and initiative led to the recapture of Gheluvelt, Sec “1914,” 
by Field-Marshal Viscount French of Ypres, p. 264, 
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Regiment, which had joined it during the strenuous days at 
Ypres.* 

In December the I Corps was ordered to relieve the Indian 
Corps, which was holding the area round Richcbourg l’Avoue.f 
The 4th (Guards) Bde. reached Bethunc on the 22nd of 
December, and the next day went into a very wet part of 
the line north-east of that town. The troops whilst in this 
area were subjected to the constant sniping and trench- 
mortar fire of the enemy, but their main source of trouble 
was due to the boggy nature of the ground which rendered 
the construction and maintenance of a trench system during 
the winter months an almost superhuman task. At the end 
of January, 1915, a move was made to the Cuinchy sector 
of the front, south of the La Bass^e Canal. Early in the 
morning of the 1st of February, the day after the 4tli (Guards) 
Bde. took over this new line, the 2nd Bn. Coldstream Guards 
was attacked by German bombers and lost some of its 
trenches. An immediate counter-attack in which the Irish 
Guards assisted, met with little success; but a second one, 
following a heavy artillery preparation, resulted in the re¬ 
capture of the lost ground as well as of some of the enemy’s 
trenches4 A further attack on the brick stacks, which still 
remained in German hands, was carried out by the Irish 
Guards and the 3rd Bn. Coldstream Guards, on the 6th of 
February, and ended in their capture. 

* In a letter to Colonel SiT Henry Strcatfeild, Lord Cavan wrote as 
follows of the doings of the 4th (Guards) Bde. iu the first battle of 
Yprcs : “ No words can ever describe what the devotion of the men and 
officers has been under the trials of dirt, squalor, cold, sleeplessness, 
and perpetual strain of the last three weeks. . . . We came into this 
theatre 8,700 strong, and we shall go back about 2,000, but nothing 
finer to my mind has ever been done by human men.” 

t The line actually occupied by the Indian Corps ran from beyond 
the canal south of Givenchy to the cross-roads just south of Neuvc 
Chapelle. At this date the Indians were heavily engaged with the 
Germans and their line had been broken. The 1st Division, however, 
had succeeded in restoring the situation before the arrival of the 4th 
(Guards) Bde. See p. 18. 

| The casualties on this fighting were rather heavy. The Cold¬ 
stream lost 2 officers and 72 other ranks; the Irish Guards 5 officers 
and 82 other ranks; 82 prisoners and 2 machine guns were taken. 
Lance-Corporal O’Leary, Irish Guards, was awarded the Victoria Cross 
for his conspicuous bravery in this engagement. 
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For the remainder of the winter and early spring the 
Guards remained in this part of the line, and by dint of hard 
and persistent work succeeded in converting an ill-constructed 
and ill-designed series of trenches into an organized defensive 
system.* 

On the 15th of May began the battle of Festubert, in 
which the 2nd Division was engaged. The 4th (Guards) 
Bde. was in reserve for the first part of the attack. But, 
on the 17th, the 2nd Bn. Grenadier Guards and the 1st Bn. 
Irish Guards were pushed in in rear of the left flank of the 
7th Division, and at night went forward to link up that 
division with the right flank of the 2nd Division. The 
general attack was resumed the following day. Both 
Grenadiers and Irish Guards came under a galling fire before 
the hour fixed for the advance, and, when at length the time 
came to move forward, they were met by so fierce a machine- 
gun fire that little progress was possible. The losses were very 
heavy, the Irish Guards in particular suffering terribly in 
their efforts to storm Cour d’AvouS Farm.f 

After Festubert the 4th (Guards) Bde., before it left tbe 
2nd Division to join the Guards Division, occupied various 
sectors on the front of the First Army—Vermelles, Auchy, 
Cambrin and Givenchy. Throughout these weeks the 
brigade did magnificent work in the line, in despite of the 

* The 4fch (Guards) Bde. was not called upon to take a leading part 
in the battle of Neuve Chapelle (10lh-18th of March). Three or its 
battalions—the 2nd Bn. Grenadier Guards, the 2nd Bn. Coldstream 
Guards and the 1st Bn. Irish Guards—were in divisional reserve on 
the first day of the battle when the 6th Infantry Bde. attaoked. The 
remaining two battalions—the 8rd Bn. Coldstream Guards and the 1st 
Bn. The Hertfordshire Ilegimenb—were in corps reserve. The attack 
was to have been continued on the 11th of March, but it was found 
advisable to cancel the orders, and consequently instead of attempting 
to carry on the advance the Guards battalions went in to hold the line 
reached by the 6th Infantry Bde. 

| See “The Irish Guards in the Great War,” vol. i. pp. 86-89. 
The Irish Guards lost 18 officers and 461 other ranks; the Grenadiers 
0 officers (including their commanding officer, Lieut.-Colonel W. Smith, 
who was mortally wounded), and 102 other ranks, killed, wounded or 
missing. The command of the battalion devolved upon Major G. 
Jeffreys. ISarly in May Lieut.-Colonel Pereira was appointed to 
command an infantry brigade, Major J. Steele succeeding him in the 
comm ,nd of the 2nd Bn. Coldstream Guards. 



14 


INTRODUCTORY 


persistent operations of tlie enemy’s miners and bombers, and 
the constant activity of his trench mortars and artillery. 
The troops earned the unstinted admiration of their divisional 
commander and also of Sir Douglas Haig; * and, when 
the time came for them to leave the 2nd Division, the warmth 
of the send-off accorded to them marked the admiration and 
affection with which they were regarded by their comrades 
during a year of strenuous war. f 


(2) The 1st (Guards) Brigade, August, 1914, to August, 

1915. 

As already stated, the 1st Bn. Coldstream Guards and the 
1st Bn. Scots Guards, together with the 1st Bn. The Black 

* On the 18th of August, tlie day before the 4th (Guards) Bdc. left 
the 2nd Division, Major-General Horne, commanding the division, 
sent the following message to the brigade : “ The 4th (Guards) Bde, 
leaves the Second Division to-morrow. The G.O.C. speaks not only 
for himself, but for every officer, non-commissioned officer and nmn of 
the Division when he expresses sorrow that certain changes in organiza¬ 
tion have rendered necessary the severance of tics of comradeship 
commenced in peace and cemented by war. For the past year, by 
gallantry, devotion to duty, and sacrifice in battles and in the trenches 
the Brigade has maintained the high traditions of His Majesty’s Guards 
and equally by thorough performance of duties, strict discipline, and 
tlie exhibition of many soldier-like qualities, has set an example of 
smartness which has tended to raise the standard and elevate the 
moral of all with whom it has been associated.” On the 20th of 
August, Sir Douglas Haig, the Ffrst Army commander, sent the 
following message to tire brigade: “ The 4th (Guards) Bdc. leaves my 
command to-day after over a year of active service in the field. During 
that time the Brigade has taken part in military operations of the most 
diverse kind and under varied conditions of country and weather, and 
throughout all ranks have displayed tlie greatest fortitude, tenacity and 
resolution.” 

t Various changes had taken place in the commands of the 4tli 
(Guards) Bde. before it left the 2nd Division to become the 1st Guards 
Bde. in the Guards Division, At the end of June Lord Cavan was 
appointed G.O.C. the 50th (Northumbrian) Division, and Lieut.- 
wilonel G. Feilding succeeded him in the command of the 4th (Guards) 
Bde. Major Matheson, who then took over tlie commandof the 3rd Bn. 
Coldstream Guards, soon afterwards obtained the command of an 
infantry brigade, and was succeeded by Major J. V. Campbell. In 
August Lieut.-Colonel the Honble. J, Tvefusis also was appointed to 
command an infantry brigade and was succeeded.in the command of 
the 1st Bn. Irish Guards by Major G. II. C. Madden. 
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Watch and the 2nd Bn. The Royal Munster Fusiliers, under 
the command of Brig.-General Maxse, formed the 1st (Guards) 
Bde. of the 1st Division in the British Expeditionary Force. 
Although this brigade shared in the hardships of the retreat 
from Mons, its battalions, which formed the rear guard of 
the division on the 27th of August, were not seriously 
engaged with the exception of the 2nd Bn. The Royal Munster 
Fusiliers, which was cut off and overwhelmed at Etreux.* 
When the Allied Armies turned and advanced on the 
6th of September, the 1st Bn. Coldstream Guards (Lieut. - 
Colonel J. Ponsonby) formed the infantry of the advanced 
guard of the 1st Division. The Petit Morin and the Marne 
were crossed Avithout either of the t\vo Guards battalions 
coming into action, and it was not until the 14th of September, 
the day after the passage of the Aisne had been effected, that 
they were really seriously engaged. That day the 1st Bn. 
Coldstream Guards Avas in the van of the 1st (Guards) Bde., 
and, after struggling up the wooded Vendresse valley, took 
up a position along the Chemin des Dames, where it suffered 
heavy losses from the enemy’s artillery fire. Lieut.-Colonel 
Ponsonby eventually collected the equivalent of about a 
company of his men and continued the advance, penetrating 
about a mile within the enemy’s line and occupying a very 
forward position beyond the Aullage of Cemy. Then followed 
some confused fighting in the fog which was very thick. For 
a time the Guards were able to hold their own, but in the 
afternoon a heavy counter-attack, in which eighteen German 
battalions took part, was launched against the front held by 
the 1st Division. The Coldstream, Scots Guards and Cameron 
Highlanders made a gallant resistance and attacked in their 
turn, but the enemy’s pressure was too great, and they were 
eventually obliged to relinquish their forward positions.! 

* The heroic stand of the Munster Fusiliers was of the utmost 
servico to the retreating force and arrested the enemy’s pursuit for 
fully six hours. See “ History of the Groat War,” vol. i. pp. 211, 212. 
The Munsters Avere replaced in the brigade by the 1st Bn. The Cameron. 
Highlanders. 

t See “ History of the Great War,” vol. i. pp. 842-846. The day’s 
fighting cost the 1st Bn. Coldstream Guards 11 officers and 850 other 
ranks, Lieut.-Colonel Ponsonby being among the wounded. The 
casualties of the 1st Bn. Scots Guards amounted to 6 officers, including 



16 


INTRODUCTORY 


From this day onwards the Coldstream and Scots Guards, 
although like all the other battalions in the Aisne area they 
suffered severely from the enemy’s artillery fire, were not 
seriously engaged again with the German infantry until they 
appeared in the battle zone at Ypres late in October. 

The 1st Division went into action on the 21s fc of that 
month on the left of the British line. Advancing in a north¬ 
easterly direction towards Koekuit with Bixsehoofce on its 
left, the 1st (Guards) Bde. made some progress, but repeated 
attacks by the German infantry, supported by intense 
artillery fire on the 22nd and 23rd of October, checked the 
advance and brought the battle of Langcmarclc to an end.’ 1 ' 
The brigade was relieved by the French in this area on the 
25th of October, and the next evening took over the left 
portion of the front of the 7th Division north of the Menin 
road, where it found the 4th (Guards) Bde. on its left. 
Between the 26th and 29th of October the Coldstream and 
Scots Guards were allowed no rest by the enemy’s artillery, 
the fire of which was as effective as it was persistent. The 
casualties were heavy, and the Coldstream became so much 
reduced in strength that it was found necessary to put in one 
company of the Black Watch at the Gheluvelt cross-roads 
on their right, and another company of the same battalion 
between them and the Scots Guards on their left. Even so, 
the line was much too thinly held. 

Early in the morning of the 29th of October the Germans 
attacked in great strength along and on each side of the 
Menin road, and broke through the British line at the 
Gheluvelt cross-roads. They thus took the company of the 
Black Watch and two companies of the 1st Bn. Coldstream 
Guards in flank, and, after a fierce struggle, practically 
annihilated them. The remainder of the Coldstream swung 
back their right and managed to hold on to their position, 
but, later on in the day, the persistent attacks of the enemy 

Lieut.-Colonel Lowthcr, and 114 otlicr ranks. Major the Honblc. 
L. d’H, Hamilton took over the command of the 1st Bn. Coldstream 
Guards, and Lieut.-Colonel the Honble. W. Hore-Ruthven succeeded 
Lieut.-Colonel Lowther in the command of the Scots Guards. 

* The 1st Bn. Coldstream Guards had 200 casualties in the battle 
, of Langemarok, the 1st Bn. ScotB Guards about 50. 
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brought fresh disaster upon the defence. The Coldstream 
and the other company of the Black Watch were rolled up 
from the right. The Scots Guards a little farther to the 
north, with their right flank often in the air, were then in 
grave danger of sharing a similar fate. Two companies were 
overwhelmed and their positions captured by the Germans, 
but the remainder of the battalion fought with splendid 
determination and prevented any more progress being 
made by the enemy. The line was readjusted as soon as 
darkness set in.* 

After this day’s desperate engagement the 1st Bn. 
Coldstream Guards was given a few days for rest and re¬ 
organization, and the arrival of new drafts enabled it again 
to get into some sort of fighting trim. But the 1st Bn. Scots 
Guards remained in the line—and was actually in the front 
trenches without any kind of break from the 26th of October 
to the 18th of November. 

The 2nd of November, by which date the Coldstream 
were once again in their forward position, was a day of very 
strenuous fighting, for the enemy again succeeded in breaking 
his way through the British line, and the Guards were called 
upon to face a succession of furious attacks, sometimes being 
surrounded on three sides. They held their ground man¬ 
fully, but at the end of the day the Coldstream had lost all 
their officers and were reduced to 120 men. The battalion 
was then attached, as already related, to the other Coldstream 
battalions in the 4th (Guards) Bdelf The Scots Guards, 
however, remained with their own brigade and took part 
in repelling the German assaults on the 8th and 11th of 
November. On the first of these days their right flank was 
driven in and most gallantly restored; on the 11th, a day 
marked by a more than usually intense hostile artillery 
bombardment, they assisted in driving back the Prussian 

* The casualties of the 1st Bn. Scots Guards during the day 
amounted to 8 officers and 336 other ranks, When darkness fell, 
there only remained 80 men of the 1st Coldstream Guards. They 
came under the command of the quartermaster, the only officer left 
to the battalion. Major the Honble. L. d’H. Hamilton, the command¬ 
ing officer, was killed. Lieut.-Colonel J, Ponsonby returned to the 
battalion towards the end of November. 

| See note, p. 9. 
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Guard with heavy losses. The day following this engagement 
the 1st (Guards) Bde. was sent hack into reserve at ITooge.* * * § 

On the 21st of November the I Corps was relieved by the 
French on the Ypres front, and its troops spent a few weeks 
in billets behind the line. The 1st (Guards) Bde. was at 
Bethune on the 20th of December in time to take part in 
the sharp engagement known as the Defence of Givenchy. 
The troops of the Indian Corps had been heavily attacked 
on this part of the line, and the situation was by no means 
satisfactory.f In the evening on the 21st of December, 
therefore, the 1st (Guards) Bde. was ordered to take over the 
line of the Indian Corps, and, the following day, after some 
hard fighting, its troops succeeded in re-establishing the front 
at Givenchy. The 1st Bn. Coldstream Guards distinguished 
itself in the vigorous counter-attacks by which this important 
tactical position was regained and finally secured. $ 

After several tours of duty in the trenches at Givenchy 
and Cuinchy, marked by no unusual incident, the Coldstream 
and Scots Guards, who were holding part of the Brickstacks 
salient at Cuinchy were attacked by the Germans on the 
25th of January, 1915. After exploding some mines under 
the trenches occupied by the two front companies of the 
Coldstream and Scots Guards, the enemy made a vigorous 
assault upon the British position, and succeeded in g ainin g 
possession of the front line trench. His farther progress 
was checked, but a counter-attack failed to regain the lost 
trench. § 

Trench warfare continued to be the lot of the 1st (Guards) 
Bde. throughout the remainder of the winter and spring. 
The two Guards battalions were not employed when the 
1st Division took part in the disastrous failure at Rue du Bois 
on the 9th of May. They held the divisional line before the 

* The 1st Bn. Scots Guards had lost 21 officers and 080 other ranks 
since going into action on the 21st of October. 

t Sw “ 1814," pp. 127,128. 

$ When withdrawn from the line on the 22nd of December, it was 
found that the battalion’s casualties amounted to 5 officers and ncarlv 
200 other ranks. * 

§ Only 48 men wfere left in the two companies of Scots Guards 
whir.il W'l'e 
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attack and were relieved by the other brigades which carried 
out the first assault. When that failed, the 1st (Guards) Bde. 
replaced the 2nd Infantry Bde. on the right of the line, but 
the 1st Bn. Coldstream Guards and the 1st Bn. Scots Guards 
were held in reserve, and at night the 1st Division was relieved 
by the 2nd Division.* 

For the remainder of the summer, until they left the 1st 
Division to join the Guards Division, the Coldstream and 
Scots Guards were employed in the trenches south of the 
La Bassee Canal. 

(8) The 20tii Inpantry Brigade, August, 1914, to 
August, 1915. 

It will be remembered that the 1st Bn. Grenadier Guards 
and the 2nd Bn. Scots Guards formed part of the 20th 
Infantry Bde. of the 7th Division. At the beginning of 
October, 1914, this division was embarked for Zeebrugge to 
operate in the defence of Antwerp, but, as events were to 
prove, it could do little more than help to cover the retreat 
of the Belgian Army, after which it took its place in the 
British line for the defence of Ypres. 

After landing in Belgium on the 7th of October, the 
7th Division moved to Ostend, and the following day covered 
the disembarcation of the 3rd Cavalry Division, which, with 
the 7th Division, formed the IV Corps, The 20th and the 
22nd Infantry Bdes. were then sent by rail to Ghent. 

The march which followed through Thielt—where the 
three brigades of the 7th Division were reunited—and 
Roulers to Ypres was a wearisome operation carried out 
over roads congested with traffic, but there was no hostile 
pressure to disturb the troops, although all the necessary 
precautions were taken. Ypres was reached on the 14th of 
October and here the outposts of the Grenadiers had their 
first brush with the Germans. By this time the Allies were 

* The casualties on the Oth-lOth of May were chiefly from shell fire. 
In the Scots Guards they amounted to 50, in the Coldstream to 20. 
In June Lieut.-Colonel S. TI. Godman succeeded Lieut.-Colond the 
Honble. W. Hore-Ruthven in the command of the 1st Bn. Scots Guards, 
the latter liavinv been appointed G.S.0,1,47th (London) Division. 
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about to take the offensive in this area and the 7th Division 
moved forward again between Hollcbeke and Zandvoorde 
on the 16th of October, the 20th Infantry Bde., on the 
right, being in touch with the cavalry. The Grenadiers 
reached Zandvoorde about 11 a.m. and occupied outpost 
positions with the Scots Guards on their left. In the evening 
the latter were in Kruiseeclte. The advance continued on 
the two following days towards the line Menin—Wcrvicq— 
Comines which, it was known, the enemy was holding. 

On the 19th of October the 7th Division was ordered to 
attack, but this order was cancelled and the IV Corps again 
retired, the 1st Bn. Grenadier Guards occupying a position 
at Kruiseecke which formed an awkward salient. The next 
day hostile attacks began to develop, and, on the 21st of 
October—the day on which the I Corps reached the approxi¬ 
mate line Bixschoote—Zonnebeke on the left of the 7 th 
Division—a general action began. The troops of the 7th 
Division had little difficulty in driving back the enemy’s 
attacks on their part of the front, although their line was 
thinly held, and it was found necessary to put in two com¬ 
panies of the Scots Guards on the right to reinforce the 
Grenadiers. 

On the 23rd of October the trenches held by the 21st 
Infantry Bde. farther to the north, were heavily attacked, 
and two platoons of the 1st Bn. Grenadier Guards were sent 
to assist in their defence. The two reserve companies of this 
battalion were eventually used to reinforce the 2nd Bn. The 
Border Regiment, and a company of the 2nd Bn. Scots Guards 
went to the help of the 2nd Bn. The Wiltshire Regiment 
(21st Infantry Bde.). The following day the enemy burst 
his way through the thin British line and entered Polygon 
Wood, where confused fighting went on throughout the day. 
A company of the 1st Bn. Grenadier Guards, led by, Major 
Colby, carried out a successful counter-attack, but had heavy 
losses."' 

On the 25th of October came the fierce German assault 

* The company lost 2 officers, including Major Colby, killed and 
1 wounded, and suffered 100 casualties in the other ranks. See “ l’he 
Grenadier Guards in the Great War,” vol. i. pp., 115,116. 
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on the Kruiseecke salient. The Scots Guards were driven 
out of some trenches on the left of their line, but the reserve 
companies of the battalion made a brilliant counter-attack, 
recapturing the lost ground and taking over 200 prisoners, 
among whom were 7 officers. 

After several German attacks had been repulsed during 
the night, the enemy’s artillery concentrated its fire on the 
salient in the early hours of the 26th of October.* 

So violent was the shelling that it was almost impossible 
for the Guards to cling to their battered trenches, and at 
last, after the German infantry had succeeded in breaking 
its way through the line farther to the south, disaster befell 
the two companies of Scots Guards on the right. They were 
overwhelmed by the enemy and Lieut.-Colonel Bolton, the 
commanding officer, and the other survivors of the gallant 
defence were taken prisoners. Only one company of the 
Grenadiers appears to have been in this part of the line 
during the day. It retired fighting, but two platoons which 
did not get the order to withdraw shared the fate of the Scots 
Guards.^ Eventually, Brig.-General Ruggles-Brise, com¬ 
manding the 20th Infantry Bde., succeeded in withdrawing 
his troops to a new line between Zandvoorde and Gheluvelt, 
and the Guards battalions went back into reserve.^ 

The 7th Division was now transferred to the I Corps, and, 
as has already been related, the 1st (Guards) Bde. took over 
the portion of the line, which ran through the cross-roads 
south-east of Gheluvelt, on the 26th of October. 

Two days later, on the 28th, the 20th Infantry Bde. 
relieved the 22nd Infantry Bde. south of the Menin road, the 

* “ A terriilo shelling of oar trenches began early in the morning, 
and reached such a pitch that the men counted as many as sixty shells 
a minute on each small trench. The whole of the enemy’s artillery 
fire was concentrated on Kruiseecke. Gallantly our men held on, in 
spite of the fact that again and again the shells blew in the trenches 
and buried half a dozen men at a time, all of whom had to be dug out 
with shovels. Some of them had as much ns three feet of earth on top 
of them, and many were suffocated before they could be rescued.” 
See “ The Grenadier Guards in the Great War,” vol. i. p. 118. 

f See “ The Grenadier Guards in the Great War,” vol. i. pp. 121- 
128. 

$ The , casualties of the 2nd Bn. Soots Guards amounted to 17 
officers and 880 other ranks killed, wounded or missing. 
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1st Bn. Grenadier Guards going in on the left of the line with 
the 2nd Bn. The Gordon Highlanders on its right. The 2nd 
Bn. Scots Guards and the 2nd Bn. The Border Regiment, 
which were in support, were sent back before daybreak on the 
29th of October in order to escape the enemy’s artillery 
bombardment which it was certain would begin as soon as 
it was light. The Grenadiers, therefore, were unsupported 
when the enemy launched a very heavy infantry attack under 
cover of a fierce rifle and machine-gun fire. Almost sur¬ 
rounded, the Grenadiers fought magnificently, and even 
counter-attacked with the help of the Gordons. But they 
were too hopelessly outnumbered to be able to hold their line 
and were forced back to a position just east of the village 
of Gheluvelt. Here they managed to hold their ground until 
reinforcements arrived. The battalion was acknowledged 
to have saved a very critical situation.* 

The 2nd Bn. Scots Guards came forward to participate 
in a counter-attack which was launched south of Gheluvelt, 
and succeeded in recovering some of the lost ground. But 
unfortunately the battalion went too far, and, in its with¬ 
drawal to conform with the general line, was fired upon by 
mistake and suffered serious losses. 

During the night of the 29th~80th of October the remnants 
of the two Guards battalions were sent back to Hooge. The 
Grenadiers, under the command of Captain G. Rasch, could 
only muster 250 men; the Scots Guards, commanded by 
Captain G. Paynter, 200 men. 

On the 31st of October the 21st and 22nd Infantry Bdes. 
were reported to have been shelled out of their trenches. 
The 2nd Bn. Scots Guards and the 2nd Bn. The Border 
Regiment were at the time holding a line in rear of the 21st 
Infantry Bde.f On receipt of this information Brig.- 

* The battalion lost its commanding officer, Lieut.-Colonel M. 
Earle, wounded, and 19 other officers became casualties. 

t “ On the 81st, the day that Sir John French described as the 
most critical in the whole battle of Ypres, the remnant of the Seventh 
Division was holding a line from the Ypres-Mcnin road in front of the 
cross-roads at Veldhoek, to a point 600 yards north of Zandvoorde. 
At 1 a.m. it was decided to push up the Scots Guards and Border 
Regt., and entrench them close behind the left of the 21st Brigade.” 
See “ The Grenadier Guards in the Great War,” vol. i. p. 132. 
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General Rugglcs-Brise himself led forward the Grenadiers in 
order to prolong the line of the 20th Infantry Bde. 

The situation for a time was critical in the extreme, but 
the front held firm, and by the evening the repeated attacks 
of the enemy had all been beaten back. At nightfall the 
two Guards battalions were withdrawn, but they were in the 
line again on the 1st of November. Four days later they 
were relieved by troops of the 3rd Division, when they left 
the battle zone and moved to billets at Metcren and 
Locre.* 

In the middle of November the 7th Division again went 
into the line, the 20th Infantry Bde., now commanded by 
Brig.-General F. J. Hayworth,f taking over the trenches 
opposite Fromellcs. 

The 2nd Bn. Scots Guards was engaged in a local opera¬ 
tion on the 18th of December when it was successful in 
capturing its objectives, but was forced to relinquish them 
in consequence of the failure of the rest of the attack.| 

Trench warfare continued for the Guards until the battle 
of Neuve Chapelle (10th-18th March, 1916), in which the 
7th Division was engaged. On the 10th of March the Indian 
Corps and the 8th Division attacked successfully on both 
sides of the village of Neuve Chapelle. The following day 
the 1st Bn. Grenadier Guards was sent forward to link up the 
21st Infantry Bde. with the right of the 8 th Division in the 
trenches captured from the enemy near Moulin de Pietre. 
After this movement had been carried out under heavy fire, 
the Grenadiers and Gordon Highlanders endeavoured to 
advance, but could make little progress owing to the intensity 
of the German enfilade machine-gun fire. 

The attack was resumed on the 12th of March. A 
successful advance was made by the 2nd Bn. Scots Guards 
and the 2nd Bn. The Border Regiment, the two battalions 

* During this final period in the line at Ypres the 2nd Bn. Scots 
Guards lost 4> more officers and 180 other ranks. The 1st Bn. Grenadier 
Guards left the battle with a strength of one weak company commanded 
by Captain G. Rascb. Liout.-Colonel L. R. Fisher-Rowe took over the 
command of the battalion at the end of November. 

f See note on p. 2. 

t The casualties on this occasion were heavy. The battalion lost 
6 officers and 50 per cent, of the rank and file engaged. , 
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gaining possession of some of the enemy’s front line defences 
and capturing about 400 prisoners. The 1st Bn. Grenadier 
Guards, whose bombers earlier in the day had done good 
work in repelling the enemy’s attacks on the left flank of 
the 21st Infantry Bde., then advanced on the right of the 
Scots Guards and consolidated the new positions. 

The intention was to proceed with the operations the 
following day, but the various units were so much inter¬ 
mixed that it was found impossible to reorganize the brigade 
before daylight. The Scots Guards had been withdrawn 
after the previous day’s fighting, but the Grenadiers and the 
other battalions of the brigade were not relieved until 
the evening of the 13th of March. They spent the day in the 
line and suffered very severely from the heavy fire of the 
enemy’s guns.* 

After its experience at Neuve Chapelle the 20th Infantry 
Bde. occupied trenches in the Fauquissart sector of the line, 
and had a comparatively quiet time until the middle of May, 
when it was called upon to take part in the battle of Festubert. 

Following the night attack of the 2nd Division at Rue 
du Bois on the 15 th-l6th of May, the 7th Division, further 
on the right, attacked next morning. The 20 th Infantry 
Bde. had two battalions in line, the 2nd Bn. Scots Guards 
being on the right, and the 2nd Bn. The Border Regt. 
on the left. The former penetrated far into the enemy’s 
defensive system—too far, as it proved, for the two leading 
companies were eventually cut off owing to the failure 
of the rest of the attacking foree.f The Grenadiers were 

* See “ The Grenadier Guards in the Great War,” vol. i. pp, 242, 
248. In the battle of Neuve Chapelle the 1st Bn. Grenadier Guards 
lost 14 officers (including its commanding officer, Lieut .-Colonel Fishcr- 
Rowe, who was killed) and 828 other ranks. Two bombers of the 
Grenadiers—Lance-Corporal W. D. Fuller and Private T. Barber— 
were awarded tbe Victoria Cross for their gallantry during the lighting 
on the 12th of March. The 2nd Bn. Scots Guards lost 0 officers and 
189 other ranks. Major G. Paynter, who commanded the battalion, 
was among the woxmded. Major A. B. Cator succeeded him in the 
command and Lieut.-€olonel C. E. Corkran succeeded Lieut.-ColoueJ 
Fisher-Rowe in the command of the 1st Bn. Grenadier Guards. 

t Bater, when the British cleared this area, the bodies of a number 
of Scots Guardsmen were found lying in a circle with German dead 
all round them. They had evidently fought to the bitter end. 
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then sent forward to prolong the line of the Scots Guards 
to the left, and the captured positions were successfully held. 
On the 17th of May the 4th (Guards) Bde. came through the 
Scots Guards and Grenadiers to continue the attack, and, 
for a time, the 1st and 2nd Bns. Grenadier Guards found 
themselves side by side. In the evening, on the 17th, the 
20th Infantry Bde. was relieved,* and moved out of the 
battle zone. It remained in rest billets for the remainder of 
the month and then took over the line in front of Fcstubert 
and Givenchy. 

The 1st Bn. Grenadier Guards was involved, to some 
extent, in the engagement which is known as the Second 
Action of Givenchy, on the 15th-16th of June.f The 
battalion was sent up to fill the gap between the 51st Division 
and the 21st Infantry Bde. But the attack of the troops 
on each of their flanks failed, and there was little chance for 
the Grenadiers to do more than cling to their ground.): 
For the remainder of their time with the 7th Division the 
two Guards battalions experienced the usual routine of trench 
warfare. 

On the 3rd of August orders were received for them to join 
the Guards Division, which was then about to be formed, and, 
the next day, after an inspection by Major-General Hubert 
Gough, the divisional commander, the Grenadiers left the 
7th Division. The remaining battalions of their brigade 
lined the street as they inarched away, the pipers of the 
2nd Bn. The Gordon Highlanders playing them out of the 
divisional area. The Scots Guards, who left the division 
a few days later, were also given a splendid, if less formal, 
send-off. 

* The losses of the 2nd Bn. Scots Guards at Festubert amounted 
to 10 officers and about 400 other ranks ; those of the 1st Bn. Grenadier 
Guards to 4 officers and 113 other ranks. 

f See “ Report of the Battles Nomenclature Committee as approved 
by the Army Council.” fCmd. 1138), 1921. 

$ The losses of the battalion in this engagement amounted to 
3 officers and 88 other ranks. In July Lieut.-Colonel Corkran was 
appointed to command an infantry brigade and was succeeded in the 
command of the 1st Bn. Grenadier Guards by Major G. Trotter. 
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II. THE FORMATION AND CONCENTRATION OF THE 
GUARDS DIVISION. 

(1) The Formation of the Division doe to Loud 
Kitchener. 

The Guards Division was formed in August, 1915. 

The idea of its creation appears to have been due solely to 
Lord Kitchener, who, after first obtaining His Majesty’s 
permission to carry out his project, proceeded to form the 
division without taking into his confidence either the War 
Cabinet or the Commander-m-Chief in France.* 

On the lGth of July he instructed Major-General Sir 
Francis Lloyd, who at that time was G.O.C., London District, 
to get ready the 3rd and 4th Bus. Grenadier Guards, the 
2nd Bn. Irish Guards and the 1st Bn. Welsh Guards for service 
abroad, and to form a Pioneer Battalion, a Cyclist Company 
and a divisional Cavalry Squadron. These various units 
were to be sent to France with as little delay as possible in 


* The following letter appears to have been the first intimation 
which Sir John French received with regard to the formation of the 
Guards Division:— 


Mv dear French,— 


War Office, 
Whitehall, S.W. 
13</i July, 1915. 


The Rang has approved of the formation of a Guards Division 
to be commanded by the Earl of Cavan. To do this I propose to send 
you four battalions of Guards and four battalions of the Array Troops 
of the 1st and 2nd Army. You have the 19th Brigade still outside 
your Divisional formations, which might replace the Guards Brigade 
of the 2nd Division—while two battalions of the four I am sending you 
would replace the Guards in the 1st and Tth Divisions respectively, 
I will send you the artillery and divisional troops to complete the 
Division. Perhaps you may wish to mix them up with earlier forma¬ 
tions in other Divisions so as to give the Guards a certain number of 
older units with those I can send. 


If,you will let me know that you like this idea I will go on with it 
and arrange about getting men ready. 

Yours very truly, 

{Sgd.) Kitchener, 


The Guards Division would have no numher °° in other Armies. 
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order to complete with the Guards battalions already in 
that country a Guards Division.* 

There arc unfortunately no documents in existence to 
explain the reasons which prompted Lord Kitchener’s policy. 
It seems tolerably clear, however, that his intention was that 
a Guards Division should form a permanent part of the British 
Army and should not merely be called into being for the 
duration of the war. He was a great admirer of the Brigade 
of Guards and had a profound belief in its methods of 
discipline and training. It is only reasonable to suppose, 
therefore, that in forming the Guards Division Lord Kitchener 
was firmly convinced that he was carrying out a policy which 
would be to the advantage of the Army as a whole. The 
loyalty, the discipline, the devotion to duty and the proved 
efficiency of the Guards would be an example to the units of 
the other arms of the Service forming part of the division, 
and the very high standard of military excellence thus 
obtained could not fail to have a beneficial effect upon the 
troops of the New Armies. 

There were, however, at the time many who viewed with 
considerable misgiving the creation of a Guards Division. 
Some military authorities considered that it was a mistake to 
concentrate so many fine battalions in a single division, and 
pointed out not unreasonably that the influence of their 
training and discipline would be more widely felt if the 
Guards battalions were distributed throughout the Army. 
Guardsmen themselves were divided in opinion, and the fear 
was expressed that it might not be possible to maintain the 
high standard of efficiency of the Brigade of Guards if its 
numbers had to be largely increased in order to keep a division 
up to strength*! This fear proved groundless. Both in the field 
and also behind the line the troops of the Guards Division 
from their first appearance on the battle-field of Loos in 1916 
to the close of the war in 1918 amply maintained the great 
traditions of the Brigade of Guards, deservedly earning the 

* Upon the receipt, of these orders Sir Francis Lloyd at once made 
the necessary arrangements with the assistance of the Lieut.-Coloncls 
commanding the regiments of Guards and the Household Cavalry. 

f See “ The Grenadier Guards in the Great War,” vol. i. p. 288. 
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confidence and admiration of all with whom they came in 
contact. But Lord Kitchener’s plan to make the division 
an integral part of the Army has not been acted upon. It 
has always been the practice of British Governments at the end 
of great wars to scrap the Army s and the practice at the end 
of the World War was no exception to the rule. The mighty 
force, which had raised the prestige of the British Empire 
throughout the world, was hurriedly, almost indecently, 
broken up, and the Guards Division among many others 
ceased to exist. 

(2) Appointments to the Commands and Staff. 

The honour of becoming the first commander of the 
Guards Division fell to Major-General the Earl of Cavan, 
whose successful record whilst in command of the 4th 
(Guards) Bde., and subsequently as G.O.C. the 50th (North¬ 
umbrian) Division, amply justified his selection for the 
appointment. 

The divisional staff, with the exception of Major N. 
Davidson, R.A., who was appointed G.S.0.2, were all Guards¬ 
men,* and of these Lieut.-Colonel the Honblc. W. Ilore- 
Ruthven, Scots Guards, G.S.O.l, and Lieut.-Colonel W.Darcll, 
Coldstream Guards, A.A. and Q.M.G., were both Staff College 
graduates with considerable staff experience gained, in the 
war. By His Majesty’s wish H.R.H. the Prince of Wales was 
attached to the divisional staff and was employed on its 
administrative side. 

Brig.-Generals Feilding, Lowther and Heyworth, who 
were commanding the 4th and 1st (Guards) and the 20tli 
Infantry Bdes., at the time when the Guards Division was 
formed were appointed to command respectively the 1st, 2nd 
and 3rd Guards Bdes. in the new division. On the 20th of 
August, however, Brig.-General Lowther was selected by 
Sir John French to be his Military Secretary, and Lieut.- 
Colonel J. Ponsonby, who had been in command of the 
1st Bn. Coldstream Guards since it landed in France, was 
then given the command of the 2nd Guards Bde. 

* See Appendix II, 
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Of the four artillery brigades allotted to the division* three 
came from the 16th Division, and one, the Howitzer Brigade, 
from the 11th Division. The brigade commanders and some 
of the officers had had experience in the war, and the batteries 
had received some shooting practice at Larkhill. But, 
although the material was excellent, the personnel as a whole 
had had but little training. The question of the command 
of the divisional Artillery, therefore, much exercised the 
mind of the Chief of the General Staff, who considered that 
it was essential that the C.R.A. should be a young and 
vigorous officer well versed in the artillery methods of the 
war.f Eventually Brig.-General A. E. Wardrop was 
selected for the post. He assumed the command of the 
divisional Artillery on the 18th of September, replacing 
Brig.-General C. E. Goulburn, who had been responsible for 
its earlier training and under whose command it came to 
France. 

Lieut.-Colonel J. E. Vanrenen was the first C.R.E. of the 
division, but his health broke down very soon after the 
Guards went into the Loos area and he was succeeded in 
the command of the divisional R.E. by Lieut.-Colonel A. 
Brough, commanding the 55th Field Company, R.E.J 

(3) Concentration and Training oj? tiie Division west 

of St. Omer., 

The concentration of the new division was carried out 
in and round the village of Lumbres which lies some miles to 
the west of St, Omer. Divisional headquarters was estab¬ 
lished in the ch&tcau at Lumbres early in August, and 
the incoming troops of the division were comfortably 
billetted in the neighbouring villages. 

* See Appendix I. 

I The divisional commander fully agreed with General Robertson: 
“ I look on it as vitally important to the future success of the division 
to have the very best artillery advisers. The infantry is so good that 
nothing but the closest and best artillery support will be good enough.” 
Bee notes by Major-General the Earl of Cavan, W.D., Guards Division. 

{ This Field Company had been affiliated with the 20th Infantry 
Bde., and had followed the two Guards battalions of that.brigade when 
they joined the Guards Division. 
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The weather during August and the early days of 
September was fine and warm, and the troops who came back 
from the line, as well as those fresh from England, appreciated 
to the full the beautiful countryside. There was a wonderful 
peace on the great undulating downs with their wooded 
slopes, and in the spacious meadows lying along the deep 
valleys through which the rivers Aa and the Btequin wind their 
way to their junction at Lumbres and thence as a united 
stream flow eastward towards St. Omer. Amid such surround¬ 
ings officers and men could enjoy the present, forgetful of the 
past and heedless of what the future might have in store for 
them. 

The 4th (Guards) Bde., which now became the 1st Guards 
Bde., after taking its leave of the 2nd Division on the 19th of 
August, moved back to St. Omer, where it marched past the 
Commander-in-Chief in the town square, and then went 
into billets in the villages of Houlle and Moulle north of 
Lumbres.* The brigade retained the four battalions which 
had been with it throughout the war—the 2nd Bn. Grenadier 
Guards, the 2nd and 3rd Bns. Coldstream Guards and the 
1st Bn. Irish Guards.f 

The 2nd Guards Bde. was composed of the 1st Bn. 
Coldstream Guards % and the 1st Bn. Scots Guards from the 
1st Division, and the 3rd Bn. Grenadier Guards and the 
2nd Bn. Irish Guards from England. 

The 3rd Bn. Grenadier Guards was the only regular 
Guards battalion, which had remained at home up to this 
period in the war.§ The formation of the Guards Division 

* On the 24th o£ August the 1st Guards Bde. was moved to Thiem- 
bronne to make room for other troops arriving from England. 

f -A- f ew days later Lieut.-Colonol J. Steele, commanding the 2nd Bn. 
Coldstream Guards, was appointed to command the 22nd Infantry Bde. 
and Major P. A. MacGregor succeeded him in the command of the 2nd 
Bn. Coldstream GuaTdB. 

$ Major A. G. E. Egerton obtained the command of this battalion 
when Lieut.-Colonel J. Ponsonby was appointed to the command of 
the 2nd Guards Bde. 

§ “ Whether it was part of that mysterious thing called the British 
Constitution, or whether the idea of the keeping one regular battalion 
in London emanated from the brain of some timid member of the 
Cabinet, is not clear, but the Srd Battalion remained at home after all 
the rest of the Regular army had gone. At first it was said that two 
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made it necessary to send not only this battalion but also 
the 4th Bn. Grenadier Guards to France. The 3rd Battalion, 
under the command of Colonel N. A. L. Corry, reached Havre 
on the 27th of July, and the following day was moved by 
train into the Lumbres area, going into billets at Esquerdes. 

The 2nd Bn. Irish Guards was formed officially on the 
18th of July, 1915, and, as at that date there was a plentiful 
supply of men in reserve at Warley, there was no difficulty 
in dispatching the battalion to France in August.* It left 
Brentwood station on the 16th of that month, under the 
command of Lieut.-Colonel the Honble. L. J. P. Butler, and 
reached Lumbres three days later. 

The 3rd Guards Bde., in addition to the 1st Bn. Grenadier 
Guards and the 2nd Bn. Scots Guards from the 7th Division, 
also included two new battalions from England—the 4th 
Bn. Grenadier Guards and the 1st Bn. Welsh Guards. The 
formation of the first of these battalions was authorized by 
Royal Warrant on the 15 th of July, 1915, and the battalion, 
under the command of Lieut.-Colonel G. C. Hamilton, was 
ready to leave for the front a few weeks later. On its arrival 
in the Guards divisional area it was billetted at Blendecques. 

The idea of raising a Welsh Regiment of Foot Guards 
appears to have originated with Lord Kitchener, and at once 
met with the hearty approval of His Majesty, who signed the 
Warrant for the creation of the regiment on the 26th of 


regular battalions would have to remain behind in London, one for 
the ICing, the other for the Houses of Parliament, but His Majesty, 
having at once disposed of the idea that he needed the services of any 
regular battalion. Lord Kitchener decided to retain only one battalion, 
and that happened to be the 8rd Battalion Grenadier Guards.” See 
“ The Grenadier Guards in the Great War,” vol. i. pp. 285, 286. 

* “ But . . . the 2nd Battalion was born in spirit as in substance, 
long ere the authorities bade it to be. The needs of the War commanded 
it; the abundance of the reserves then justified it. . . . Officers and 
men alike welcomed it, for it is less pleasing to be absorbed in drafts 
and driblets by an ever-hungry 1st Battalion in France, than to be set 
apart for the sacrifice as a veritable Battalion on its own responsibility, 
with its own traditions (they sprang up immediately) and its own 
jealous esprit de corps. A man may join for the sake of * King and 
Country,’ but he goes over the top for the honour of his own platoon, 
Company, and Battalion,” See “ The Irish Guards in the Great War,” 
vol. ii. pp. 1, 2. 

Vot.t, ri 
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February, 19X5. Three days later, on the 1st of March, 
St. David’s Day, the 1st Bn. Welsh Guards mounted Guard 
at Buckingham Palace, Lieut.-Colonel W. Murray-Threipland, 
■who had been given the command of the battalion, acting as 
Captain of the King’s Guard.* 

Many of the officers, warrant officers and senior non¬ 
commissioned officers, as well as a large proportion of the 
rank and file, of the new battalion, were transferred to the 
Welsh Guards from the other Guards regiments. With this 
nucleus at his disposal Lieut.-Colonel W. Murray-Thrcipland 
was soon able .to form a very fine battalion in every way 
worthy to take its place beside the other battalions of the 
Guards Division. The Welsh Guards landed at Havre on 
the 18th of August. / They reached St. Omer two days later 
and marched to billets in Arques. 

The 4th Bn. Coldstream Guards, which was formed on 
the 17th of July, 1915, became the Pioneer Battalion of the 
Division, t It reached Lumbres from England under the 
command of Lieut.-Colonel R. C. Skeffington-Smyth on the 
18th of August and went into billets at Elnes. 

The Household Cavalry supplied the divisional squadron 
of cavalry and cyclist company. 

All the units of the Guards Division were concentrated 
in the Lumbres area by about the 20th of August, and the 

* “ The order to raise the regiment was given by Lord Kitchener 
to Sir Francis Lloyd on February 0th. The actual conversation 
is so typical of both men that we give the note, made at the time by 
Sir Francis Lloyd: ' 

Lord Kitchener (very abruptly): “ You have got to raise a Regiment 
of Welsh Guards.” 

Sir Francis Lloyd : “ Sir, there are a great many difficulties in the 
way which I should like to point out first.” 

Lord Kitchener (very rudely): “ If you do not like to do it some 
one else will.” 

Sir Francis Lloyd : “ Sir, when do you want them ? ” 

Lord Kitchener: “ Immediately.” 

Sir Francis Lloyd; “ Very well, sir; they shall go on guard on 
St. David’s Day.” 

See “ History of the Welsh Guards,” by C. H. Dudley Ward, pp. 3,4, 
note. 

t It was first described as the “ Guards Pioneer Battalion,” but 
this title was afterwards changed to the 4th Bu. Coldstream Guards 
(Pioneers), under the authority of W.o; Letter 20/Gen. No. 18085 
(A.G. 1), 12.8.15, , 
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work of training for the coming British offensive at Loos in 
conjunction with French attacks farther south and in 
Champagne was already busily in progress. 

On the 28rd of August an experimental embarcation of 
the 4th Bn. Grenadier Guards on barges on the canal at Aire 
was conducted in the presence of the divisional commander. 
On the 1st of September the first concentration of the infantry 
of the division took place when a tactical exercise was con¬ 
ducted in the neighbourhood of Wismes. The movements 
of all three brigades were carried out successfully, and, 
although some of the battalions were called upon to march 
for over seventeen miles, not a single man fell out during the 
day. About this date the 61st (Howitzer) and the 74th 
Bdes., R.F.A., were sent into the area of the First Army for 
a week’s experience of actual service conditions, and, before 
the Guards left the Lumbres area, all the artillery of the 
division had been given a similar experience. 

On the 15th of September Lieut.-General Haking, who had 
been appointed G.O.C. the new XI Corps to which the Guards 
Division was posted, was present at a field day of the 1st 
Guards Bde. After expressing his warm approval of the 
high standard of training of the troops, he addressed the 
officers of the three Guards brigades and explained to them 
how much depended upon the leadership of platoon com¬ 
manders in modern warfare.* 

On the two following days, the 16th and 17th of September, 
Lord Cavan reviewed the 2nd and 8rd Guards Bdes. He 
expressed his opinion that on each occasion the march past, 
the handling of arms and the general appearance of the troops 
were “ at that high standard most proper for all Guardsmen 
under all and every condition,” f 

* “ He advocated that platoon commanders should lead on and 
not worry about their flanks ; reserves would be behind them to fill 
up gaps, reinforce, clear up the situation and make good what had 
been won.” See “ History of the Welsh Guards,” p. 22. 

t “ I was very particularly impressed with Brig.-Generat Ponsonby’s 
word of command—'with the marohing of the left flank company of the 
1st Bn. Scots Guards and the 4th Bn. Grenadier Guards—and with the 
exact timing of the motions of the * Present * and the * Slope ’ through¬ 
out both Brigades.” See note by Major-General the Bari of Cavan, 
W.D.> Guards DivWon. 
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On the 18tb, the 2nd Guards Bde. carried out a field day 
in conjunction with the divisional Artillery, all the batteries 
of which had by this time returned to the Lumbres area. 

The period of rest and training was now almost at an 
end; the moment for the Guards to take their place in the 
battle zone was fast approaching. On the 10th of September 
an order was received from the XI Corps for the division to 
move forward into an area due south of Aire by two night 
marches on the nights of the 22nd-23rd and 28rd-24th of 
September,* and, on the 21st, Lord Cavan issued his orders 
in accordance with these instructions.f This day the wind 
was in the east, and the sound of the British guns beginning 
the preliminary bombardment west of Loos could be distinctly 
heard while the 3rd Guards Bde. was carrying out a field 
exercise in conjunction with the 70th Bde., R.F.A., and 
while Field-Marshal Lord Kitchener, Colonel of the Irish 
Guards, inspected the 1st Battalion of his regiment in a field 
near Avroult.J 

On the 23rd of September divisional headquarters was 
moved from Lumbres to Norrent Fontes, and, during the 
night of the 23rd-24tli, the whole of the division moved 
into the area south of Aire.g 

On the 24th, Lieut.-General Halting held a conference 
at Lillers, at which he fully explained to the senior officers 
of the divisions under his command (1) the scope of the 
operations upon which the First Army in conjunction with 
the Tenth French Army was to embark the following day, 
and (2) the intended rfile of the XI Corps. In the afternoon 
of the same day Lord Cavan issued the following circular 
memorandum to the Guards Division:— 

"On the eve of the biggest battle in the World’s History the 

* See XI Corps Order, No. 1. 

t See Guards Division Order, No. 1, W.D., Guards Division, App. 2, 
The Guards were to move in rear of the 21st and 24th Divisions—the two 
other divisions of the XI Corps—and in front of the Cavalry Corps. 

t After inspecting the battalion, Lord Kitchener thanked the 
officers and other ranks for their fine services in the war, and told them 
they would shortly be given another opportunity of repeating them. 
Lieut.-Colonel G. Madden was in command of the parade* 

§ Divisiohal railhead was moved to Lillers on the 24th of September. 
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General Officer commanding Guards Division wishes his troops 
God-speed. He has nothing to add to the stirring words spoken 
by the corps commander this morning, but he wishes to impress 
upon everybody two things—First, that the fate of future 
generations of Englishmen hangs on this battle—Second, that 
great things are expected of the Guards Division. He knows 
that as a Guardsman of over thirty years’ service he need say no 
more.” 



CHAPTER II 

THE BATTLE OF LOOS. 

(1) Reasons tor the Allied Offensive in the Autumn 

of 1915. 

Had the decision as to the autumn offensive of 1915 been 
left solely to the judgment of the Allied commanders on the 
Western Front, it is more than probable that it would not 
have taken place. Sir John French, the British Commander- 
in-Chief, in particular, after his experiences at Neuve Chapelle 
and Festubert earlier in the year, realized that he still had 
neither sufficient troops nor munitions for a prolonged series 
of attacks upon the enemy’s strongly organized defensive 
positions, and was, therefore, at first opposed to a resumption 
of the offensive. 

The natural anxiety, however, of the French Government 
and people to regain possession of the extensive coal mining 
district in the neighbourhood of Lens, combined with the 
urgent necessity of creating a diversion in the West to relieve 
the enemy’s pressure in the Eastern theatre of operations,* 
were two powerful considerations which gravely affected the 
situation. It was felt that an Allied attack in France might 
oblige the Germans to withdraw some of their divisions from 
the Eastern Front, and so assist the Russians, whilst it was 
obvious that, if the enemy could be forced to withdraw from 
Lens and the country round it, the economic position in 
France, which at that time was somewhat precarious, would 
be greatly relieved. 

These considerations ultimately prevailed, and it was 
decided to, carry out a combined French and British attack 

* Warsaw had fallen on the 5th of August. 
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towards the end of September. The scheme of operations 
entailed an advance towards Valenciennes by the First Army 
acting in conjunction with the Tenth French Army advancing 
north and south of Lens, while the main French attack was 
to be delivered in Champagne and directed upon Maubeuge— 
the intention being that the two forces should join hands in 
the area lying between Valenciennes and Maubeuge, and thus 
cut off such of the enemy’s troops as might still be in the 
salient formed by Rheims—Noyon—Arras. 


(2) Task of the Fikst Army in the Allied Offensive. 

The task assigned to the First Army, under the command 
of Sir Douglas Haig, in the Allied operations was to advance 
between the La Bassde Canal and Lens towards a line Ilenin- 
Li&ard—Carvin, thus driving the Germans across the Haute- 
Deule Canal and protecting the left flank of the Tenth French 
Army which was to operate south of Lens. 

For the execution of this task south of the La Bass6e 
Canal, the First Army commander had only two corps 
(I and IV) and the 3rd Cavalry Division ; the XI Corps and 
the Cavalry Corps (less one division) being held in General 
Reserve to be utilized should occasion arise. 

The IV Corps, which was holding the southern portion 
of the British line, was ordered to capture the enemy’s 
trenches between the Double Crassicr, two great slag heaps 
lying side by side about a mile south-west of Loos, inclusive, 
and the Vermelles—Hulluch road, exclusive, after which the 
corps was to push forward with its left on the Hulluch— 
Vendin-le-Vieil road, and to seize the crossing of the Haute- 
Deule Canal at Pont-4-Vendin and the Lens—Carvin road 
south of Annay. 

To the I Corps, which was holding the northern sector 
of the front of attack, was entrusted the task of storming 
the enemy’s trenches between the Vermelles—Hulluch road, 
inclusive, and the La Bassde Canal; after which, the corps 
commander was instructed to advance with his right on the 
Hulluch—Vendin-le-Vieil road and to operate so as to seize 
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the crossings of the Haute-Deule Canal from Pont-h-Vendin 
to Bauvin. 

The 3rd Cavalry Division (less one brigade) was kept in 
Army reserve, in the Bois des Dames, south-west of Bethune, 
with orders to be in readiness to push forward to Carvin as 
soon as an advance was practicable. 

It will be noticed that the town of Lens did not itself 
form an objective either for the British or for the French, the 
scheme of operations contemplating an encirclement of the 
town by the Allied Armies which would lead either to the 
hasty retreat of the enemy’s garrison or to its surrender. 
The fact, however, that a hostile enclave might be left on the 
right of the British line of communications in the event of 
an advance necessitated the formation of a defensive flank 
in the south along the slopes of the ridge which extends 
between Grenay and the northern suburbs of Lens. 


(3) Natuee of the Country on the British Front. 

The country over which the projected operations of the 
First Army were to take place is partly an agricultural, 
partly a mining district—the mining district being for the 
most part on the German side of the line. 

Between the La Bass6e Canal and Vermelles on the 
British side of the line, and also between La Bass6e and 
Hulluch and as far east as the Haute-Deule Canal on the 
German side, stretches a great undulating plain of cultivated 
land, almost destitute of woods except for the orchards round 
some of the agricultural villages, such as Hulluch. The 
whole of this plain is thickly dotted with mining villages and 
their pitheads and slag heaps are the conspicuous landmarks 
of the district. 

From Vermelles southward the country west of the 
British trenches, the soil of which is poor and chalky, rises 
gradually to a point just beyond Fosse No. 7 on the 
Vermelles—Lens road, whence it slopes down for about 
1,000 yards. This road, which was to serve the British Army 
as its main line of communication in the first stages of its 
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advance, runs in a south-easterly direction from Fosse No. 7 
practically in a straight line to Lens. 

The mining village of Loos, which at the time of the 
battle lay about 900 yards in rear of the German front line 
trenches, is situated about 1,000 yards east of the Vermelles— 
Lens road in a valley encircled on its southern and south¬ 
eastern sides by a spur of hilly ground that stretches from 
Grenay eastward as far as the mining village of Citd St. 
Auguste, its most noticeable features being the huge Double 
Crassier just east of Grenay and Hill 70, about 3,000 yards 
north of Lens. Practically the whole of this spur, winch is 
covered with mining works and villages, lay within the 
enemy’s lines, and the Germans thus commanded all the 
approaches to Loos,* from which village excellent observation 
could also be obtained from the two great pylons—which 
came to be known to the British troops as the “ Tower 
Bridge." f 

East of Loos the main Lens—La Bassde road runs almost 
due north across the top of Hill 70, a bare chalk down 
destitute of any kind of cover, and thence down its northern 
slopes past Puits No. 14 bis, Bois Hugo and the Chalk Pit— 
places which for ever will be associated with the Guards 
Division—to Hulluch and Citd St. l&lie. East of this road, 
except for the eastern slopes of Hill 70 on which is situated 
the mining village of St. Auguste, the area of operations, 
which was bounded on two sides by the Haute-Deule Canal, 
is similar in its features to that north-east of Hulluch, which 
has already been described—although this district is slightly 
more wooded and contains fewer mining villages. 

From a tactical point of view the general configuration 
of the country in which the operations were to take place, 
together with the artificial obstacles to an advance caused 
by the coal-mining industry, immensely favoured the 

* The lower slope of this spur of hills—from the Double Crassier 
and thence in a north-easterly direction towards Loos—-was to form 
the defensive flank of the British attack to which allusion was made 
on p. 38. 

t This erection was of steel with double metal turrets connected 
by an overhead girder. It formed part of the machinery of the mining 
pits outside Loos. 
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defenders. The attacking troops had perforce to move 
forward throughout the whole battle either up or down great 
stretches of open country in which practically no cover was 
available, or to make their way through the intricate mazes 
of mining works, slag heaps and villages. 


(4) German Defensive Organization. 

With every natural and artificial advantage of the ground 
in their favour, the Germans had not neglected to strengthen 
their position by means of a strong and elaborate system of 
trenches, the siting of which had been skilfully and carefully 
planned, and in the construction of which no labour had been 
spared. 

South of the La Bass^e Canal the enemy’s front line 
extended in a southerly direction for a distance of about 
8,000 yards to a point about 2,000 yards east of Grenay. 
From the northern boundary of this line—a point about 
1,600 yards north-west of Auchy-lez-La Bassec—the German 
trenches ran almost due south to a point a little north¬ 
west of the spot where the railway line from Vermelles to 
La Bassde crosses the zone of trenches. In this sector the 
distance between the British and German lines nowhere 
exceeded 800 yards, and in many places the intervening space 
was considerably less. 

South of the Vermelles—La Bassde railway the German 
line swung south-eastward, forming a great half circle and 
following the upward slope of the ground until it reached the 
point where the Vermelles—Loos and the Le Butoire—Loos 
roads almost meet. In this part of the zone of operations 
the distance between the opposing trench lines was greater 
than farther north, a tract of open country, varying from 
400 to 600 yards, separating the two armies. 

South of the Vermelles—Loos road, the enemy’s front 
line ran almost due south across the main Vermelles—Lens 
road, and thence just west of the Double Crassier along the 
spur of hills east of Grenay towards Souchcz. In this sector 
the average distance between the British and German trenches 
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was between 300 and 400 yards, except at the Double Crassier 
where the two lines were only a few yards apart. 

The whole of the enemy’s front line system was strongly 
wired and consisted of well dug fire trenches, communicating 
with a strong support line, throughout the whole length of 
which the Germans had constructed deep dug-outs and shell- 
proof machine-gun emplacements. In addition, almost 
every point in the line of especial tactical importance was 
defended by means of redoubts from which an enfilade fire 
could be brought to bear upon the attacking troops. In the 
northern sector of the enemy’s defensive system the most 
important of these strongholds was the Hohenzollern Redoubt 
constructed on the slope south of Auchy-lez-La Bassde. 
It formed a salient in the enemy’s line, jutting out for about 
500 yards towards the British trenches, and was connected 
with his main line by two communication trenches—known as 
“ South Face ” and “ North Face ”—while two other trenches, 
“ Big Willie ” and “ Little Willie,” protected its flanks. 
Together with Fosse No. 8, and a great slag heap called the 
“ Dump,” from which the Germans commanded practically 
all the country lying between Vermelles and this portion of 
their line, the Hohenzollern Redoubt effectively guarded the 
approaches to Haisnes and Cit6 St. ^ilie. 

The Germans’ second line of defence was perhaps even 
a more formidable obstacle than their first line. It consisted 
of an organized and continuous trench system, extending 
from the La Bass^e Canal about 1,000 yards east of Auchy- 
lez-La Bass£e all the way to Lens. This line of trenches 
ran across the low-lying ground immediately south of the 
canal, thence along the rising ground through Haisnes, Cit<5 
St. Elie, Hulluch and Cit4 St. Auguste, at which last- 
mentioned place the line bore westward, crossing the Lens— 
La Bass<$e road along the southern slopes of Hall 70 on the 
outskirts of Cit6 St. Laurent. 

In rear of this second line system of trenches there was 
no definitely organized defensive system, but, even if the 
British troops had succeeded in capturing the German second 
line, the difficulties in the way of their farther advance would 
have been considerable, especially in the low-lying water- 
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logged country which extends from Douvrin—Wingles— 
Vendin-le-Vieil—Annay to the banks of the Haute-Deule 
Canal. In this district it would have been well nigh im¬ 
possible in the wet weather of September, 1915, to conduct 
the advance except along the roads, so that even weak 
German rear guards might well have put up a formidable 
resistance and delayed the progress of the British troops 
until the enemy had been able to organize the defences of the 
Haute-Deule Canal. For a complete success, therefore, it 
was essential that the defeat of the Germans should be swift 
and catastrophic, and that the attacking troops, after over¬ 
running their organized defensive system, should be able to 
maintain a continuous and relentless pressure upon them 
until they had been driven across the canal. 


(5) Pkeparations fob, the Battle and the Results oe 
the Fibst Day’s Fighting. 

Although, in comparison with the battles that were to 
come, Loos was a small affair, it will always be remembered 
as the first of the greater offensive operations in which the 
British Army took part. The number of troops employed 
in the battle, the weight of artillery engaged, and the prepara¬ 
tions made for it, exceeded anything that had hitherto been 
attempted by the British General Staff. New roads and tracks 
had to be made, miles of trenches had to be dug and telephonic 
communications to be laid. If, therefore, the organization 
was not always perfect, or the arrangements made for the 
reception and accommodation of the troops were not in 
every respect satisfactory, it should be borne in mind that 
the staff was confronted with a bigger proposition than it 
had ever before been called upon to face, while the difficulties 
entailed by the concentration of so many troops in a com¬ 
paratively small area were intensified by, the inexperience of 
many of the new divisions and the bad weather conditions 
which prevailed durihg the early days of the offensive. 

The decision was made to utilize gas in the attack at 
Loos, and high hopes were entertained as to the value of this 
new weapon which was being employed by the British for 
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the first time. It was hoped that it would demoralize the 
enemy and so do much to lighten the task of the infantry— 
more especially in its assault on the German second line 
trenches, the wire in front of which was in most places out 
of range of the British artillery. It was thought, indeed, that 
the employment of gas might be some compensation for the 
lack of artillery, for, although the guns and howitzers brought 
into the field for the operations at Loos greatly exceeded any 
previous concentration of British artillery during the war, 
it was yet realized that they were by no means sufficient for 
the work before them, especially in view of the fact that the 
supply of shells, especially H.E., was limited.* 

In the preliminary artillery bombardment, which began 
on the 21st of September and was continued for four days, 
the task of cutting passages through the enemy’s wire was 
entrusted to the field artillery, firing mainly with shrapnel, 
while the fire of the heavy guns and howitzers was directed 
against his rear defences and communications. In many 
places the wire was successfully cut, but this was not in¬ 
variably the case, as, in more than one instance, the attacking 
troops reached the German front line trenches only to find 
themselves faced by an unbroken wire entanglement.f 

The infantry attack was launched along the whole 
British line at 6.80 a.m. on the 25th of September, and 
from the first met with varying success. 

On the extreme right of the IV Corps front, the 47th 
(London) Division carried out most of the task assigned to 
it, and, by its hold on the Double Crassier and the German 
trenches which lay between it and Loos, succeeded in 
securing the southern defensive flank. On the left of the 
47th Division, the 15th (Scottish) Division drove the enemy 

* One thousand guns of all calibres were employed in the battle, 
400 north of the La Bassde Canal, 600 south of it. But although the 
concentration of guns was considerable, it should be remembered that 
the frontage to bo covered by the British artillery was about five times 
greater than that at Neuve ChapeUe. 

f The German dug-outs were so deep and well-constructed’ that 
they suffered comparatively little damage during the 70 hours’ bombard¬ 
ment. The Germans have always maintained, and probably with 
truth, that wherever the battery emplacements and dug-outs were 
well built, the material damage done by the British artillery was slight. 
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out of Loos and then pushed forward east of the village, 
overrunning Puits No. 14 bis and Hill 70. So great, indeed, 
was the impetus of this attack and so slight the German 
resistance that some of the troops of this division actually 
reached the outskirts of Citd St. Auguste. But unfortunately 
the majority of the attacking force which had been detailed 
for the capture of this village lost direction upon emerging 
from Loos and became involved in the attack on Citd St. 
Laurent. There was, therefore, no weight behind the attack 
on Cite St. Auguste, and, when later in the day the German 
defence stiffened,* the small force which had been checked 
by uncut wire outside the village was caught in a trap and 
either killed or compelled to surrender. Meanwhile, the 
troops who had occupied the redoubt on Hill 70 after making 
their way down the reverse slope as far as Cite St. Laurent 
(which was incorrectly described in the first reports of the 
engagement as Cite St. Auguste), were met by a vigorous 
German counter-attack at about 1.16 p.m. and forced back 
on to the north-western side of the hill. 

On the left of the 16th Division, the advance of the 
1st Division was also only partially successful. The attack 
was carried out by the 2nd and 1st Brigades, which suc¬ 
ceeded, after severe fighting, in reaching by nightfall the 
line of the Lens—La Bassde road. 

On the north of the Vermellcs—Hulluch road the 22nd 
Brigade of the 7th Division forced its way to a position 
south of the Quarries facing Citd St, Elic, while the 20th 
Brigade of the same division succeeded in seizing the 
Quarries. 

On the left of the 7th Division two battalions of the 
26th Brigade of the 9th (Scottish) Division captured Fosse 
No. 8, while the two remaining battalions of the same brigade 
reached the enemy’s second line defences opposite Haisnes. 
Farther north, however, the 28th Brigade of this division 
was unable to make any progress and was driven back into 
the original British line. 

* The enemy brought up fresh troops who were in army reserve 
behind Lons. These reinforcements enabled him to hold his second 
line and to regain some of the lost ground, 
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The 2nd Division, between the Vermelles—La Bass6e 
railway and the canal, attacked through the gas, and, having 
failed to reach the German front line, returned to its own 
line. 

On the evening of the 25th of September, consequently, 
as a result of the first day’s fighting, the new British front 
extended approximately from about half-way across the 
Double Crassier in the south across the Vermelles—Lens 
road to the southern outskirts of Loos and thence along the 
western slopes of Hill 70. North of Hill 70 it followed the 
eastern side of the Lens—La Bassde road as far as Puits 
No. 14 bis, thence bending eastward through Bois Hugo, 
it ran along the western side of the subsidiary road which 
leads from Lens northward towards Hulluch, turning west 
again in the direction of the Lens—La Bassdie road about 
1,000 yards south-west of the last named village. From this 
point the line was believed at the time to follow the Lens— 
La Bassde road as far north as its junction with the Ver¬ 
melles—Hulluch road, and there is no doubt that until quite 
late in the evening of the 25th of September British troops 
were holding a few more or less isolated posts along this 
road. It was then decided, in view of the chalky nature 
of the ground, that it was too late to set about the task of 
digging trenches, and, consequently, the order was given 
to withdraw the posts and to establish the line in the German 
trenches which ran from due west of Hulluch in a south¬ 
westerly direction towards the Loos—Haisnes road. 

This change of position was to have an unfortunate 
bearing upon the next day’s fighting—indeed, upon the 
whole subsequent course of the battle—for the Higher 
Command does not appear to have become aware of the 
withdrawal until some considerable time after it took place, 
and consequently ordered the two reserve divisions (the 
21st and 24th Divisions of the XI Corps) to deliver an attack 
under the impression that they would start from a line 
nearly 1,000 yards farther east than was actually the case.*, 

* As a matter of fact, the troops of the 21st Division were in their 
right position when the time came for the attack to be delivered, but 
those of the 24 th Division, owing to this withdrawal of the 1st Division, 
were not in their appointed place. 
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Northward from the western edge of Hulluch the new 
British front was more clearly defined. It ran westward 
from the junction of the Lens—La Rassee and Vermelles— 
Hulluch roads round the Quarries, thence northward round 
the eastern side of Fosse No. 8 and the Corons de P4kin 
and de Maron, and thence westward across the old German 
trenches north of the Hohcnzollerii Redoubt to the original 
British line between the J36thune—La Bass6c road and the 
canal. 

On the whole, the results of the day’s fighting had been 
satisfactory, even if they had not come up to the expectations 
which had been indulged in by some of the more optimistic 
commanders. The Germans in many places had been pushed 
out of exceedingly strong positions and the divisions of the 
New Army had proved their fighting worth. At the same 
time, the losses had been very heavy, while the vigour 
and determination of the enemy’s counter-attacks had made 
it clear that his troops were still full of fight. It was already 
abundantly evident that only by the maintenance of the 
most vigorous offensive would it be possible to break through 
the remaining German defences. That, in the opinion of the 
British Commander-in-Chief, it was still possible to reach 
the objectives which had been fixed upon before the offensive 
began, appears to be proved by the fact that he did not 
counter-order his decision to throw his reserves into tlic 
battle—a decision which he had made in the early hours 
of the day after he had received the news that the attack was 
making such good progress. At 9.80 a,m. he had placed 
the XI Corps, less the Guards Division, under the direct 
command of Sir Douglas Haig, and had himself issued orders 
for the acceleration of the advance of the Guards whom, 
however, he still retained in General reserve. 

(6) Concentration oe the XI Corps in the Zone of 
Operations—Failure of the Attack on the 
26th of September. 

Unfortunately, as matters turned out, the troops of the 
XI Corps were not near enough to the scene of action on 
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the 25th of September, and the reserve divisions, conse¬ 
quently, were called upon to carry out long and exacting 
marches just before they were sent into action.* 

On the 24th of September the 21st and 24th Divisions, 
which were then in the Ferfay and Nceux-les-Mines areas 
respectively, had received orders from the XI Corps com¬ 
mander to continue their march that night with the result that, 
in the early hours of the 25th, the head of the former division 
lay just west of Noeux-les-Mines and the tail half a mile 
south of Labuissiibre, while the head of the 24th Division 
was at Beuvry and its tail a little north-west of B6thune. 
It had originally been intended that the Guards Division, 
which, on the 24th of September, it will be remembered, 
was in billets in the area south of Aire, should also move 
forward on the night of the 24th-25th, and bivouac in the 
area round Ferfay vacated by the 21st Division. This 
movement, however, had been postponed in view of the 
congestion of traffic on the roads. 

On the morning of the 25th of September, when, as has 
been already explained, Sir John French placed the 21st 
and 24th Divisions under the direct command of Sir Douglas 
Haig, these two divisions were still in column of route— 
the former in the neighbourhood of Mazingarbe, about a 
mile and a half south-west of Vermelles; the latter on the 
roads between Bdthune and Noeux-les-Mines and B£thune 
and Vermelles. 

The troops of the two divisions had had a most trying night 
march; the heavy rain, which began to fall on the evening 
of the 24th of September, and which continued all night, 
adding to their discomfort and difficulties. 

* There can he little doubt that Sir John French made a mistake 
in keeping the XI Corps in General reserve. In view of the small 
scope of the operations, it was clear that the reserve troops could only be 
employed on the front of the First Army, and, had they been placed 
from tire first at the disposal of Sir Douglas Haig, better arrangements 
could have been made for their concentration in the battle area. Even 
then it is more than doubtful whether success would have attended 
the attack of the 21st and 24th Divisions owing to the failure of the 
artillery to cut the enemy’s wire, but, at any rate, a less severe trial 
would have been imposed upon inexperienced staffs and troops who 
were totally ignorant of active service conditions. 
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The Guards Division began to move forward from the 
area south of Aire at 0 a.m. on the 25th, and divisional 
headquarters was opened at Ferfay two hours later. 

At 9.30 a.m. Lord Cavan, who had gone forward to 
advanced XI Corps headquarters at Nceux-les-Mines, received 
verbal instructions for his division to continue its advance in 
the afternoon. At 11.80 a.m., therefore, the necessary orders 
were issued, and the division, whose concentration in the 
Ferfay area was only completed at 10,80 a.m., moved 
forward again at 2 p.m. with instructions to occupy the 
area just vacated by the 21st Division—viz. the head of 
the division at Nceux-les-Mincs, the tail at Labuissifere. 

This march, throughout the course of which rain fell 
almost incessantly, proved a terribly trying ordeal even for 
seasoned troops. The actual distance which had to be 
traversed varied from between fifteen and a half to seventeen 
and a half miles, but it was not so much the length of the 
march—although it should be remembered that the infantry 
had already been marching for about four hours in the 
morning—as the continuous stoppages on the roads which 
proved so tiring for the troops. There was no kind of traffic 
control, and units and transport of the 21st and 24th Divisions, 
and transport of the 47th Division, blocked the entire line 
of route, while, to add to the general congestion, the tail 
of the column was cut off by the Cavalry Corps, orders 
having been received that the cavalry was to be allowed 
to pass through the infantry. 

Owing to these incessant delays, the rear troops did not 
reach their destinations until after midnight, the majority 
of the units having been on the road for between seven and 
eight hours. Notwithstanding their trying ordeal, the men 
behaved with their customary cheerfulness and determina¬ 
tion, only a very small number falling out, and, on reaching 
the end of their journey, they were rewarded as they found 
that billets had been provided for them—the 1st Guards 
Bde. group at Nceux-les-Mines; the 2nd Guards Bde. group at 
Houehin; and the 8rd Guards Bde. group at HaJlicourt. 
The troops were thus enabled to sleep under cover and to 
dry their clothes, with the result that, on the following 
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morning, when the divisional commander visited the 
various units, he found his men fit and cheery and apparently 
none the worse for their long march. 

The operations of the First Army on the 26th of September 
were wholly unsuccessful. The attacks delivered by the 
1st Division on Hulluch and by the 21st and 24th Divisions 
on the enemy’s positions between that village and Hill 70 
ended in complete failure, nor was the attempt made 
by the 15th Division to regain possession of the redoubt 
on Hill 70 attended with any more success. 

At nightfall, consequently, on the 26th, the southern 
part of the British line, as a result of a severe day’s fighting, 
remained much the same as it had been on the previous 
evening. The redoubt on Hill 70 was still in the possession 
of the Germans, whose defensive positions from that point 
ran northward just west of the Lens—La Bassde road to the 
western outskirts of Hulluch. 


(7) The Guabjos Division takes ovee the Line ebom 
the 21st and 24th Divisions. 

The time had now come for the Guards to take their 
share in the great offensive, but the rfile which they were 
called upon to play was entirely different from that for which 
they had been originally cast. The hour for the resumption 
of open warfare had not yet arrived and the Guards Division, 
instead of being pushed through the attacking divisions 
to lead the victorious advance to the Haute-Deule Canal, 
had to be employed to recapture important tactical points 
from which the enemy had succeeded in ejecting the British 
troops, and to consolidate in the face of violent German 
counter-attacks the new British line which had been gained 
at the cost of so much heroism and so many casualties. 

As soon as Sir John French heard of the failure of the 
operations on the 26th of September, he placed the Guards 
Division at the disposal of Sir Douglas Haig, and it came once 
again under the direct command of the XI Corps. 

At 11.45 a.m. on the 26th, an order was issued by Lieut- 
General Haking, in accordance with instructions sent from 
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G.H.Q., for the Guards Division to march at 1 p.m. to a posi¬ 
tion of readiness in, and in rear of, the old British first line 
trenches between the Le Rutoire—Loos and Vermelles— 
Hulluch roads. 

The three Guards brigades accordingly began to move 
forward at that hour from the billets in which they had 
spent the night of the 25th. The divisional Artillery, 
including the D.A.C., the movements of which from this 
time onwards throughout the battle were controlled by the 
XI Corps through the C.R.A., Guards Division,* was ordered 
to move into the billets vacated by the infantry, and the 
divisional Train was sent forward to Noeux-les-Mines. 
The Field Companies, R.E., accompanied their respective 
infantry brigades, while the Field Ambulances and the 4th 
Bn. Coldstream Guards (Pioneers), which remained under the 
direct orders of the divisional commander, followed the 8rd 
Guards Bde. The mounted troops did not advance with 
the division, and the remainder of the first line transport 
which did not accompany the battalions was parked in the 
billetting area relinquished by the infantry. Advanced 
divisional headquarters was established in a small house 
in the main street of Sailly-Labourse, while the Adminis¬ 
trative Staff remained for the time being in Noeux-les-Mines, 
subsequently moving to Labourse. 

At 2.10 p.m., on receipt of further instructions from 
the XI Corps issued after the full effects of the failure of 
the morning’s attack had become known, a revised order 
was sent out to the 1st and 2nd Guards Bdes. bidding them 
to continue their advance to the old German front line 
trenches immediately in front of the sectors already allotted 
to them, and there during the night to strengthen their 
position to the utmost of their power. To assist the infantry 
in this task, a company of the 4th Bn. Coldstream Guards 
(Pioneers) was attached to each brigade. 

The 1st Guards Bde. reached its appointed line in the 
course of the afternoon and its headquarters was established 
in a cellar at Le Rutoir Farm. At 9.45 p.m. Lord Cavan 
visited Brig.-General Feilding and told him that the 1st 

* See W.D., Guards Division, September, 1915. 
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and 2nd Guards Bdes. were to relieve the 21st and 24th 
Divisions, the relief to begin at 1 a.ra. on the 27th of Sep¬ 
tember. In accordance with these instructions, Brig.- 
General Feilding ordered the 2nd and 3rd Bns. Coldstream 
Guards to take over the front line from the point where it 
bent back west of the Lens—La Bass^e road, about 800 
yards south-west of Hulluch, to a point about 600 yards 
south-east of “Lone Tree.” He also gave orders that 
patrols were to be pushed out under cover of the early 
morning mist with instructions to dig themselves in, so as to 
establish posts in advance of the main line of defence. Com¬ 
manding officers were strictly warned not to commit them¬ 
selves to any offensive movement and to seize every oppor¬ 
tunity of consolidating the line, getting into touch on their 
left with the 1st Division and on their right with the 2nd 
Guards Bde. 

By 6 a.m. this relief had been successfully accomplished 
by the 3rd Bn. Coldstream Guards on the left and the 2nd 
Bn. Coldstream Guards on the right, and two advanced 
posts had also been established. 

The 2nd Guards Bde. moved forward at the same time as 
the 1st Guards Bde., and, by about 3 a.m., the 1st Bn. Scots 
Guards, on the right, and the 2nd Bn. Irish Guards, on the 
left, had taken over the stretch of front line which ran from 
“ Fort Glatz,” on the north-western outskirts of Loos, 
northward along the western side of the Lens—-La Bass6e 
road, the Irish Guards being in touch with the 1st Guards 
Bde. and the Scots Guards with the dismounted troops of 
the 6th Cavalry Bde., who were then holding the line immedi¬ 
ately north-east of Loos. The 8rd Bn. Grenadier Guards 
and the 1st Bn. Coldstream Guards, the two remaining 
battalions of the brigade, also advanced during the night 
and occupied the first and second line trenches in the old 
German defensive system north of Loos. By 6 a.m., when the 
2nd Guards Bde. headquarters was shifted from Be Rutoire ■ 
Farm to Loos, the position occupied by the brigade had 
already been much improved and the machine-gun defence 
as carefully organized as was possible in the darkness. 

It is not easy to exaggerate the difficulties of this relief 
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and the arduous and prolonged work which it entailed for 
officers and men. The distance which had to be traversed 
by each brigade was considerable, the ground was slippery 
and inches deep with mud ; the trenches were for the most 
part crumbling ruins and filled with dead bodies and every 
kind of equipment, while the progress of the incoming 
battalions was still further impeded by stragglers belonging 
to the outgoing divisions who had to be collected and sent 
back to Vcrmelles. The confusion was at times almost 
indescribable, and it is doubtful whether the higher autho¬ 
rities had any idea of the immense difficulties which had to 
be overcome by the troops on their way into the line. Luckily, 
although there was some shelling during the night, there 
were few casualties, and by the time day broke the Guards 
had succeeded in making themselves as safe and comfortable 
as was humanly possible. Their night’s work had been a 
fine feat of efficiency and endurance. 

At 1.50 p.m. on the 27th of September, in accordance 
with verbal instructions given to him by Lieut.-General 
Haking, Lord Cavan issued an order* for the Guards 
Division to attack the Chalk Pit and Puits No. 14 bis on 
the Lens—La Bass^e road and Hill 70. 

In order to consolidate the new British line, the ejection 
of the enemy from these positions was deemed to be of the 
utmost importance. Prom the redoubt on Hill 70 the 
Germans not only commanded Loos with machine-gun fire, 
but also could enfilade the British trenches which ran 
northward from that village, while the Chalk Pit and Puits 
No. 14 bis afforded him excellent points d'appui for the 
purposes of counter-attack. Whether or not it was a wise 
policy, however, at this stage of the battle and when there 
were so few available reserves, to attempt the capture of 
these extremely strong positions with so comparatively 
little artillery preparation is open to doubt. It is tolerably 
dear, at any rate, that had Sir Douglas Haig known a little 
earlier of the loss of Fosse No. 8 and “ the Dump,” f he 

* See Guards Division Operation Order, Appendix IV., 

t On the night of the 25th-20th of September the 78rd Infantry 
Bde. relieved the, 26th Infantry Bdo. at Posse No. 8, and held the 
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would have counter-ordered altogether this attack by the 
Guards Division: as it was, he instructed Lieut.-General 
Haking that the Guards were on no account to advance 
beyond the line the Chalk Pit—Puits No. 14 bis—Hill 70. 

Lord Cavan’s plan of action was to seize his objectives— 
the Chalk Pit and Puits No. 14 bis opposite his centre and 
Hill 70 on his right—then to consolidate the ground gained, 
and link it up with the line which he already held on his 
left. If this work were successfully carried out, the defensive 
position held by the Guards Division would be greatly 
strengthened, and, if it were decided to undertake further 
offensive operations, the line would be much better adapted 
for the launching of a fresh attack.* He decided, therefore, 

position until 8.30 a.m. on the 27th when the line was broken at 
Corona alley. A strong German attack then developed and at 2.80 p.m. 
the whole of Fosse No. 8 had fallen into the enemy’s hands (see I Corps 
narrative). Sir Douglas Haig, who received this information Bhortly 
after Lord Cavan had sent out his orders for the Guards' attack, 
immediately instructed Major-General R. H. Butler, who was at the 
time at I Corps headquarters, to find out from the XI Corps commander 
whether there was time to stop this attack, or at any rate to postpone 
it, as he did not wish to use up a fresh division having nothing behind 
it except the 28 th Division, which would now be required to reinforce 
the I Corps in front of Fosse No. 8. Lieut.-General Halting, who 
appears only to have received Major-General Butler’s message at 8 p.m., 
replied that the Guards were already advancing to the attack, and that, 
owing to the difficulties of communication, he feared that it would he 
impossible for him to get orders to Lord Cavan in time to countermand 
the attack. For a record of this conversation see W.D., First Army, 
September, 1916. 

* It was the original intention of the XI Corps commander, in 
the event of the capture of the Chalk Pit and Puits No. 14 bis, to push 
forward the 1st Guards Bde. and to secure the line of the Lens—La 
Bassfie road. See Lieut.-General Haldng’s telegram to Sir Douglas 
Haig, dispatched at 8.30 a.m. on the 27th of September, Early in 
the morning of the 28th, however, Brig.-General Feilding, who was 
somewhat sceptical as to the feasibility of such on advance, with his 
commanding officers, made a personal reconnaissance of the enemy’s 
positions round Hulluch, and reported that the German defences were 
too strong for the operation to be successful. He stated that the 
enemy was so placed that he could enfilade any trench that could he 
dug forward as a starting point for the advance, while the German 
wire was so strong and thick that he doubted whether it could be broken 
by artillery fire. In view of this report, and also of the failure of the 
2nd Guards Bde. to take Puits No. 14 bis, Lieut.-General HaMng’s 
proposed advance did not take place. 
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to leave the 1st Guards Bde. in the position which it already 
occupied, in order to form a defensive flank on the left of 
the line, and to carry out his attack with the 2nd and 3rd 
Guards Bdes., the latter of which was still in the neighbour¬ 
hood of Vermellcs. His orders to Brig.-General Feilding 
were to protect the left of the 2nd Guards Bde. with covering 
fire as soon as the attack began, and then, after the Chalk 
Pit had been captured, to gain touch "with the 2nd Guards 
Bde. and to consolidate a new line a little in advance of that 
which his troops were occupying. 

Brig.-General Feilding carried out these instructions very 
effectively, and, in addition to providing the covering fire, 
made arrangements for the discharge of a cloud of smoke 
at 4 p.m., which had the effect of drawing the enemy’s fire 
and of concealing the attack of the Irish Guards on the Chalk 
Pit from the view of the German gunners in the Hulluch 
area.* 

The arrangements made for the artillery bombardment 
before the attack and for the artillery support during the 
operation, were as good as were possible in the circumstances, 
the time available being so short and the positions of the 
enemy’s machine guns so difficult to locate. To assist the 
2nd Guards Bde., Puits No. 14 bis was bombarded by the 
heavy artillery from 12 noon to 3 p.m., the fire of certain 
guns being concentrated on the houses at the western edge 
of Bois Hugo, and, at 8.40 p.m., for five minutes before 
the infantry attack was launched a hurricane bombardment 
by every available gun was directed on all the objectives. 
A brigade, R.F.A., of the 21st Division was allotted to the 
2nd Guards Bde., and its commander was attached to Brig.- 
General Ponsonby with orders to be ready at any moment to 
switch off his target on to any other which the brigadier 
might select. The 76th and 95th Brigades, R.F.A., were' 
allotted in a similar way to the 3rd Guards Bde., and their 
commanders were instructed to carry out the orders of Brig.- 
General Heyworth.f 

* See pp. 56-56. 

t At 6.15 a.m, on the 27th. of September Brig.-General Wardrop, 
C.R.A., Guards Division, was placed in command of the 21st and 24th 
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(8) Attack by the 2nd Guards Brigade on the Chalk 
Pit and Puits No. 14 bis. 

On the receipt of Lord Cavan’s order for the attack, 
Brig.-General Ponsonby assembled his commanding officers, 
and, after he had made as thorough an inspection as was 
possible of the ground over which the troops were to advance, 1,1 
issued his orders. The 2nd Bn. Irish Guards was to attack 
the Chalk Pit at 4 p.m., and to establish itself on the north¬ 
east side of Chalk Pit Wood. It was to be supported by 
the 1st Bn. Coldstream Guards, which was to hold the northern 
end of the Chalk Pit. When the Chalk Pit had been effectu¬ 
ally secured, the 1st Bn. Scots Guards was to advance 
eehelonned to the right rear of the Irish Guards and to 
attack Puits No. 14 bis, moving round the south side of 
Chalk Pit Wood. To cover this attack, the Irish Guards 
were to bring a heavy fire to bear on the Puits and, to assist 
in this task, four machine guns were detailed to accompany 
them. The 3rd Bn. Grenadier Guards was to remain in 
support, ready, if necessity arose, to go to the assistance 
of the Scots Guards. 

In conformity with these orders two companies (Nos. 3 
and 2) of the 2nd Bn. Irish Guards moved forward down the 
western slope of the valley at 4 p.m., and, meeting with little 
opposition, reached the western edge of Chalk Pit Wood 
and the Chalk Pit with few casualties. The successful 

divisional Artillery in support of the Guards Division. The task 
assigned to the artillery at the disposal of the XI Corps was “ to keep 
down all Are on or near the Lens—La Bnssde road—Hill 70—to west 
of Hulluch.” Ten 18-pdr. bdes. and six howitzer bdes. were employed 
for this purpose, the majority of which only fired for a little over 
an hour. Each field battery had four guns, and eaoh howitzer battery 
only four howitzers. 

* “ Prom where I issued my orders to battalion commanders one 
could plainly see on the other side of the valley the Chalk Pit and the 
two ruined red houses. A small narrow wood runs south from the 
Pit, and farther south stands the Puits, a prominent looking building 
with a high chimney. Close to the Puits and nearer to the wood 
stands a small red house known as * the Keep.’ To the right is Hill TO, 
which is practically on the sky-line as one looks at it from Loos.” 
See Brig.-General Ponsonby’s account of the operations of the 2nd 
Guards Bde., W.D., Guards Division, App. 7a. 
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advance of the battalion was undoubtedly assisted by the 
cloud of smoke discharged by the 1st Guards Bde. from the 
trenches south-west of Hulluch, the smoke effectually screen¬ 
ing the movements of the Irish Guards from the enemy’s 
artillery observers, and the macliinc-gun and rifle fire which 
accompanied it drawing his fire.* 

As soon as the Irish Guards were in possession of Chalk 
Pit Wood and the Chalk Pit, No. 1 Company was sent to 
the southern end of the wood to reinforce No. 3 Company 
and to assist the 1st Bn. Scots Guards, which was already 
advancing to the assault of Puits No. 14 bis, while two 
platoons of No. 4 Company were sent forward to strengthen 
the defence of the Chalk Pit. 

Meanwhile the Scots Guards, the Left Flank Company and 
“ C ” Company leading, in extended order, had doubled down 
the slope from the British trenches and almost immediately 
had come under heavy shrapnel fire from the enemy’s guns 
concealed in rear of Bois Hugo. They succeeded, however, 
in reaching the Loos—-Hulluch road without much difficulty. 

But as soon as they began to ascend the slope on the 
eastern side of the road, where they were joined by the two 
companies of Irish Guards from Chalk Pit Wood, they were 
met by a withering machine-gun fire from Bois Hugo, “ the 
Keep” and the Puits. Notwithstanding the destructive 
nature of this fire, however, and a certain amount of con¬ 
fusion caused by the leading companies of the Scots Guards 
becoming mixed up with the Irish Guards, an assault on 
“ the Keep ” and the Puits was quickly organized.t This 
attack was delivered with vigour and determination, but 
the enemy’s positions were of exceptional strength and his 

* See Report of the officer commanding the 8th Bn. of the Berk¬ 
shire Regiment, W.D., Guards Division, App. 7e, The smoke was 
actually discharged from the trenches occupied by this Battalion on 
the I Corps front. 

t In this attack the Scots and Irish Guards were unexpectedly 
reinforced on the right by a detachment of the 4th Bn. Grenadier 
Guards, under Captain Morrison, belonging to the 3rd Guards Bde. 
This party liad lost touch with the remainder of its battalion after 
entering Loos preparatory to the attack on Hill 70 (see p. 60), and, 
having received no orders in reply to various messages, Captain 
Morrison decided to join in the operations of the 2nd Guards Bde. 
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machine-gun fire was so effective and deadly that, by the 
time the assaulting troops had reached the Puits, their 
numbers were so much reduced that success was no longer 
possible.* A small party only, most gallantly led by 
Captain J. H. Cuthbert, Scots Guards, succeeded in entering 
the Puits where it held on for some time, engaged in fierce 
hand-to-hand fighting with the Germans. 

Meanwhile, on the left of the attack, the leading companies 
of the 1st Bn. Coldstream Guards had come up in support 
of the Irish Guards, who had been compelled owing to the 
intensity of the enemy’s machine-gun fire, to fall back to 
the western side of Chalk Pit Wood. They were now re¬ 
formed, and, advancing in conjunction with the Coldstream 
on their left, quickly re-established themselves on the 
eastern side of the wood, while the Coldstream pushed 
forward and regained possession of the eastern side of the 
Challc Pit. 

About the same time, two companies of the 8rd Bn. 
Grenadier Guards came up in support of the Scots Guards. 
They were met with very heavy machine-gun fire as they 
advanced up the slope south of Chalk Pit Wood and had 
heavy losses. One platoon, however, led by Lieutenant 
A. T. Ayres-Ricbie, managed to penetrate as far as the Puits, 
thus bringing a welcome reinforcement to Captain Cuth- 
bert’s hard-pressed detachment which was still holding out. 
But so deadly was the enfilade machine-gun fire in the area 
between the Chalk Pit and the Puits that it was sheer waste 
of life to send forward more men to Captain Cuthbert’s 
assistance, with the result that, after a splendid attempt, 
the Puits had to be evacuated, and the Scots Guards and 
Grenadiers then dug themselves in for the night on a line 
running southward from Chalk Pit Wood towards Loos. 

The position of the 2nd Guards Brigade, as the result 
of the day’s fighting, was, therefore, as follows: the Chalk 
Pit had been captured and was held by the 1st Bn. Cold¬ 
stream Guards, whiph was in touch with the 2nd Battalion 

* No fewer than 11 officers, including the commanding officer, 
Lleut.-Colonel S.. H. Godman, who was severely wounded, became 
O' °n. ltip", in this attack. • ■ 
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of the same regiment (1st Guards Bde.) on its left; the 
2nd Bn. Irish Guards was in possession of Chalk Pit Wood; 
and two companies of the 1st Bn. Scots Guards and one 
company of the 3rd Bn. Grenadier Guards held a line of 
trenches along the lower slopes of the rising ground on which 
Puits No. 14 bis is situated. 

The losses suffered by the brigade, especially in officers, 
had been very severe, but all ranks had behaved with splendid 
gallantry and steadiness in most trying circumstances, and, 
although they failed to keep possession of the Puits, they were 
able to consolidate their position on the ground they had 
won, in despite of the intensity of the enemy’s artillery and 
machine-gun fire. 


(9) Attack by the 3rd Guards Brigade on Hill 70, 

In his orders for the attack on the 27th of September 
Lord Cavan made the operation to be carried out by the 
3rd Guards Bde. against Hill 70 contingent upon the success 
of the 2nd Guards Bde. in its assault on the Chalk Pit and 
Puits No. 14 bis. The reason which influenced him is obvious 
—with the Puits still in the enemy’s hands, the task of 
capturing the redoubt on Hill 70 would be infinitely more 
difficult as an enfilade fire could be brought to bear from this 
position upon nearly all the ground which would have to be 
crossed by troops attacking Hill 70 from Loos. During the 
course of a battle, however, owing to the difficulties of 
communication and the general confusion, it is seldom 
possible to carry out orders to the letter, and, as events 
turned out, the 8rd Guards Bde. made its attack on Hill 70 
notwithstanding the fact that the 2nd Guards Bde. had failed 
in its attempt to capture the Puits. 

_ On the morning of the 27th of September Lord Cavan 
visited Brig.-General Heyworth in Yermelles and explained 
fully to him the operation which he wished his brigade to 
carry out. The latter then made clear the situation to 
his commanding officers, and, after issuing his orders for the 
attack, went forward with his brigade?ma;jor and Lieut.- 
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Colonel G. Hamilton, commanding the 4th Bn. Grenadier 
Guards, to reconnoitre the ground. 

The four battalions of the brigade, marching in the 
following order, viz.: 4th Bn. Grenadier Guards, 1st Bn. 
Welsh Guards, 2nd Bn. Scots Guards, 1st Bn. Grenadier 
Guards—began their advance from the Vermelles area about 
2.80 p.m. Commanding officers had been warned that as 
soon as the troops appeared over the sky-line beyond Fosse 
No. 7 they would probably come under the enemy’s artillery 
fire. Before reaching the top of the hill, consequently, the 
commanding officer of the leading battalion deployed into 
artillery formation and the other battalions conformed. 
In this formation the brigade moved down the long stretch 
of sloping ground into Loos—a distance of about a mile. 
From the moment the leading troops appeared over the crest 
of the hill, and for the remainder of the advance, the brigade 
came under a heavy shrapnel and H.E. fire. All four bat¬ 
talions displayed magnificent coolness and discipline. The 
men moved steadily forward as if on parade. There was no 
sign of confusion, each platoon in succession keeping distance 
and intervals, and advancing quietly and in excellent order.* 

The commanding officers of the various battalions, too, 
handled their men with skill and judgment, and, by promptly 
availing themselves of the cover afforded by the old German 
communication trenches on the lower slopes of the hill north 
and north-west of Loos, succeeded in reducing the number of 
casualties and in maintaining the cohesion of their troops. 

Unluckily, however, just as the 4th Bn. Grenadier Guards 
was debouching from one of these communication trenches 
and entering Loos, it encountered a violent discharge of 
gas-shells. This caused some delay and confusion as the 
men had to put on their gas-masks, while their commanding 

* “ . . . the men on reaching the ridge were met by a tornado of 
shrapnel fire. Nevertheless, the Brigade . . . advanced with the 
steadiness of men on parade, and men of other battalions, who could 
see the manoeuvre from their own trenches, have spoken again and 
again of that wonderful advance as being one of the most glorious and 
impressive sights of the war, and of how they were thrilled to see those 
large silhouettes pressing silently and inexorably forward against the 
sky-line.” See “ The Guards at Loos,” the Times, 8th of November, 
mis, . 
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officer, who was on his way from Brig.-General Heyworth’s 
headquarters to rejoin his battalion as it entered the town, 
was himself gassed and compelled to leave the scene of action. 
The command of the battalion thus unexpectedly devolved 
upon Major the Honble. Myles Ponsonby. 

It was during this temporary confusion that about two 
and a half companies of the 4th Bn. Grenadier Guards, under 
the command of Captain Morrison, the leading company 
commander, got detached from the remainder of the bat¬ 
talion, and, losing their way in the network of narrow streets, 
worked round to the northern edge of the village instead of 
advancing straight through it. As soon as he realized that 
he had made a mistake in direction, Captain Morrison sent 
off several messengers to brigade headquarters for instruc¬ 
tions, but, as he received no replies to these messages and 
found himself in touch with the 2nd Guards Bde., he thought 
it best to join in the attack of the Scots Guards on Puits 
No. 14 bis and then to endeavour to rejoin his own battalion 
for the attack on Hill 70 as soon as the Puits had been taken. 

The failure of the attack on the Puits, however, made 
this intention impossible as Captain Morrison’s detachment 
was called upon to guard temporarily the right flank of the 
2nd Guards Bde. along the Loos—B6nifontaine road and was 
in consequence unable to return to its own battalion until 
a late hour in the evening. 

As soon as he was informed of the reduction in strength 
of the 4th Bn. Grenadier Guards caused by the loss of Captain 
Morrison’s detachment, Brig.-General Heyworth, finding that 
not more than 200 men of his battalion were left to Major 
Ponsonby, decided to launch his attack on Hill 70 with the 
1st Bn. Welsh Guards supported by the remaining men of 
the 4th Bn. Grenadier Guards. At this time, having himself 
seen the 2nd Guards Bde. enter Puits No. 14 bis, the brigadier 
was under the impression that there was no reason for him 
to delay his own at tack. * He left his headquarters, therefore, 

*“I should have stated that my instructions were that I was 
not to attack if the 2nd Guards Bde. attack failed, but, having myself 
seen the attack of the 2nd Guards Brigade enter Puits No. 14 bis, 1 
concluded the attack was successful and went to organize my own 
attack. I was not aware till later that the attacking troops had 
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in order to find Lieut.-Colonel Murray-Threipland, com¬ 
manding the 1st Bn. Welsh Guards, and personally to give 
liim his instructions. He was lucky enough to find that 
officer without much delay and ordered him to bring up his 
battalion, which was still in a communication trench outside 
the village, and to carry out the assault on Hill 70 forthwith. 

Lieut.-Colonel Murray-Threipland lost no time in his 
preparations for the attack. He ordered Major Ponsonby 
with his Grenadiers and two machine guns to direct the 
operation on the left, with No. 8 Company of the Welsh 
Guards in support, and the Prince of Wales’s Company of 
the Welsh Guards, with a frontage of two platoons, and 
supported by No. 2 Company of the same regiment, to prolong 
the line on the right. He also instructed Captain Rhys 
Williams to go forward with two machine guns to some 
trenches on the right of the attack occupied by the 
10th Hussars and the Blues, and to work along them with 
the object of driving out the Germans who were in the 
neighbouring trenches. He kept No. 4 Company of the 
Welsh Guards and two machine guns in battalion reserve. 

The attack was launched at 5.80 p.m. and shortly after¬ 
wards Lieut.-Colonel Murray-Threipland heard from his 
liaison officer at brigade headquarters that the brigadier, 
who had by this time learned that the attack of the 
2nd Guards Bde. had ended in partial failure, had sent orders 
cancelling the attack on Hill 70. It was then of course too 
late to act upon this information, as the troops were already 
in action.* The leading companies of Grenadiers and 
Welsh Guards had little difficulty in scaling Hill 70 ,* there 

subsequently to retire," See Brig.-General Heyworth’s “ Account of 
tbc Capture of Hill 70 by 8rd Guards Brigade,” W.D., Guards Divi¬ 
sion, App. 7 d. As a matter of fact, the brigadier was actually carrying 
out Lord Cavan’s wishes by attacking Hill 70, because, as soon as the 
latter knew that the Chalk Pit had been captured, but that the Puits 
was still held by the enemy, he sent an order to the 8rd Guards Bde. to 
press the attack on Hill 70. This order, which was sent off at 5.20 p.m., 
did not reach Brig.-General Heyworth until much later. 

* See Lieut.-Colonel Murray-Tbreipland’s letter to Lord Harlech, 
W.D., Guards Division, As a matter of fact this order had not actually 
left brigade headquarters when the news that the attack had started 
reached Brig.-General Heyworth, and it was accordingly cancelled, , 
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was at first comparatively little machine-gun or rifle fire 
while the enemy was concentrating his guns on Loos and on 
the last two battalions of the 3rd Guards Bde. which were 
still moving down the slope into the village. As soon, 
however, as the attacking troops reached the crest of Hill 70, 
they encountered a furious machine-gun fire directed upon 
them from the redoubt which was held in strength by the 
Germans, and also from Puits No. 14 bis. Both the Grena¬ 
diers and the Welsh Guards suffered severely during this stage 
of the advance, but, notwithstanding their losses, the troops 
succeeded in reaching to within about 25 yards of the enemy’s 
position.* Explicit orders had been given to all com¬ 
manding officers by the brigadier that on no account were 
they to go beyond the crest of Hill 70. The Welsh Guards, 
therefore, remained just below the top of the hill, but, owing 
to the fact that Lieut.-Colonel Hamilton had become a 
casualty so early in the day, it would appear that this order 
had not been communicated to Major Ponsonby,f and the 
Grenadiers accordingly pressed on towards the redoubt. 
To this unfortunate circumstance must be attributed the 
greater part of the casualties suffered by the 4th Bn. 
Grenadier Guards in this action.f 

It was not until some time after darkness had set in that 
any information as to the progress of the fight reached 
battalion headquarters. A message at last reached Lieut.- 
Colonel Murray-Threipland from Captain Bulkeley, com¬ 
manding No. 2 Company Welsh Guards, stating that he had 
got on to the hill, but that he could make no farther progress 
without reinforcement as his casualties had been heavy. 
He added that his men were in tolerable safety under the 

* See “The Grenadier Guards in the Great War, 1914-1918,” 
vol. i. p. 318. 

■f Major Ponsonby, who had led liis men with conspicuous gallantry 
and determination, was mortally wounded at this period in the attack. 
His adjutant, Captain T. F. Or, N. Thome, remained with him for the 
remainder of the evening, hut was himself killed whilst endeavouring 
to rescue some of the wounded men during the night. 

$ It should also be noted, as a further explanation foT the continued 
advance of the Grenadiers, that on the maps with which the troops had 
been supplied Idle redoubt was shown as being on -the northern slope 
of Hill 70, whereas it actually was situated on the reverse slope. 
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shelter of a bank, but that any one who attempted to advance 
immediately came under machine-gun fire. About the same 
time this message was received, news reached battalion 
headquarters from Captain Rhys Williams, who reported 
that he was doing good work and could usefully employ two 
more machine guns. 

It appeared to Lieut.-Colonel Murray-Threipland from 
Captain Bulkeley’s report, which was corroborated verbally 
by Lieut. Rupert Lewis, who arrived shortly afterwards at 
battalion headquarters, that No. 2 Company had reached 
the point which had been fixed upon as its objective. He 
accordingly sent orders to Captain Bullceley to consolidate 
the position which he had gained, and sent his two remaining 
machine guns to Captain Rhys Williams. He also ordered 
Captain Palmer to take No. 4 Company (Welsh Guards) to 
fill up a gap between the right of No. 2 Company and the 
trenches held by the 10th Hussars, and to consolidate. 

Soon after he had given these orders, Lieut.-Colonel 
Murray-Threipland sent word back to Brig.-General Heyworth 
that his troops had captured their objectives on Hill 70, but 
that the attacking force was somewhat scattered and that he 
considered it advisable that the 2nd Bn. Scots Guards should 
relieve the Welsh Guards and the Grenadiers, and consolidate 
a line on the ground that had been gained. In response to 
this message, Lieut.-Colonel Cator, commanding the 2nd Bn. 
Scots Guards, arrived with two companies of his own bat¬ 
talion and the remnants of Captain Morrison’s detachment 
of the 4th Bn. Grenadier Guards, which had by this time 
rejoined the 3rd Guards Bde. Up to this period in the 
evening Lieut.-Colonel Murray-Threipland had received no 
news of any kind from the Grenadiers or the Prince of Wales’s 
Company (Welsh Guards), but he appears to have been con¬ 
fident that they had reached and were holding their objective. 
He now went round the forward positions with Lieut.-Colonel 
Cator and Major Brough, R.E.,* and it was soon clear to all 
three officers that no organized digging-in was possible on the 

* Major Brough was still in command of the 55th Field Company, 
R.E., at this time, He succeeded Lieut.-Colonel Vanrenen as C.R.E. 
of the Guards Division on the 30th of September. 
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line then held, the enemy’s machine-gun lire being far too 
fierce and the positions occupied by the troops too much 
exposed. Lieut.-Colonel Cator immediately returned to 
brigade headquarters and recommended that a line should 
be dug on the near slope of the hill in continuation of the 
trenches held by the cavalry on the right. This necessitated 
a withdrawal of about 100 yards behind the crest of Hill 70— 
the farthest point reached in the attack—.whilst it also 
rendered the task of recovering the wounded a matter of great 
difficulty. In the circumstances, however, Brig.-General 
Heyworth had no alternative but to agree to the proposed 
withdrawal and his decision was approved by the divisional 
commander.* 

The work of digging and wiring the new line was admirably 
carried out by the 2nd Bn. Scots Guards during the night, 
and by an early hour the following morning the new positions 
were safely consolidated. Connexion had been established 
with the cavalry on the right; whilst on the left, where 
Lieut.-Colonel Cator had not been able to get in touch with 
tire 2nd Guards Bde., the line had been drawn back about 
500 yards south-west of Puits No. 14 bis, forming a strong 
point from which the gap between the two brigades could be 
covered by machine-gun fire, should occasion arise. 

As soon as he had been relieved by Lieut.-Colonel Cator, 
Licut.-Colonel Murray-Threipland set to work to collect the 
various units of the attacking force on Hill 70, and to rescue 
the wounded, many of whom lay between the new line and the 
crest of the hill. This latter task was one of much danger and 
difficulty as the Germans kept up an intense machine-gun 
fire throughout the night. So splendid, however, was still the 
moral of the unwounded men of the two battalions, which 
had carried out the attack, that it was only when their 
commanding officer was able to give the order personally 
to them that they could be induced to leave the hill.f 


* “ T^e O.C. 2nd Bn. Scots Guards made a wise decision on Hill 70 
“ JjJ* on averse side of crest and not at farthest point gained, 
although this entailed a sacrifice of some of our wounded in between, 

rwJ 801 ^ 5°—®*.”. See note b y Major-General the Earl of 

cavan, W.D., Guards Division. 

t “ I found it very difficult to vet our men back, unless I personally 
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Eventually, Nos. 2, 8 and 4 Companies, Welsh Guards, and 
a few men belonging to the Prince of Wales’s Company of 
the same regiment and to the 4th Bn. Grenadier Guards 
were successfully withdrawn. But it was found impossible to 
rescue many of the wounded who lay along the crest of the 
hill as no one could reach them and live owing to the intensity 
of the enemy’s fire.* 

As a result of the operation a firm line of defence was 
consolidated along the slopes of Hill 70 which added con¬ 
siderably to the security of the British position at Loos. 
Both Grenadiers and Welsh Guards had displayed a mag¬ 
nificent courage in the attack and a dogged tenacity in holding 
on to the ground which they had won. Of the latter Lieut.- 
Colonel Murray-Threipland was justified in saying when 
describing his battalion’s baptism of fire on Hill 70, that the 
men had borne themselves “up to the best Brigade of 
Guards standard.” 

But in this attack, as iu the case of that of the 2nd Guards 
Brigade, the losses were very severe, especially in officers, 
and the enemy still held the redoubt on Hill 70. 

(10) The Second Attack of the 2nd Guards Brigade on 
PuiTS No. 14 BIS. 

Lord Cavan, who had spent the day in his battle head¬ 
quarters at Le Rutoire Farm, visited the headquarters of the 
2nd and 3rd Guards Bdes. in the evening of the 27th of 
September in order to make himself fully acquainted with the 
details of the day’s fighting and to discuss future plans with 
his brigadiers. He decided that no good purpose would be 

got at them, even then they all wanted to go forward and not bade.” 
See Lieut.-Colonel Murray-Tlrreip]and’s letter to Lord Harlech, WJX, 
Guards Division, September, 1016. 

* A small party of men belonging to the 4th Bn. Grenadier Guards 
together with a machine-gun section of the same battalion, under the 
command of Lieut. M. G. Williams, which had accompanied the 
attack, remained on Hill 70 until late on the 28th of September. This 
party, with the assistance of some men. belonging to one of the Field 
Companies, R.E., managed to dig itself in and put out some wire. 
Some of the wounded men on the hill succeeded in making their way 
to this party and were brought back on its withdrawal. 
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served by attempting a fresh attack upon the redoubt on 
Hill 70, but he gave orders that every effort must be made to 
strengthen the defences of the new line on the hill. With 
regard to a further offensive operation on the 2nd Guards Bde. 
front for the capture of Puits No. 14 bis, the decision was not 
left to the Guards divisional commander, as the order for 
the renewal of the attack upon that position emanated from 
First Army headquarters.* 

In consequence of this decision of the Higher Command, 
Lord Cavan, at 12 noon on the 28th of September, issued an 
order to Brig.-General Ponsonby instructing him to attack 
the Puits at 8.45 p.m. that day. The infantry attack was 
to be preceded by a bombardment by the heavy artillery of 
the Puits and some ruined houses a little south-east of it and 
by a hurricane bombardment of the same area by the divi¬ 
sional Artillery for five minutes before the assault was 
actually launched.f The attack was to be delivered from 
the southern edge of Chalk Pit Wood. 

As soon as he received this order, Brig.-General Ponsonby 
sent a message to Lord Cavan stating that in his opinion 
the attack had little chance of success. But this message 
never reached the division, and, although the brigadier was 
anxious to postpone the operation, at any rate until it could 
be carried out under cover of darkness, he considered that as 

* The intention presumably of the Higher Command was to 
complete the task which had originally been set the Guards Division 
and to secure the line of the Lens—La Bassde road; tout it is difficult 
to understand why it was thought that an attack on a position of 
exceptional strength should be more successful as a single isolated 
operation on the 28th of September than it had proved to be when 
part of a larger operation on the 27tli. The failure of the Scots Guards 
to capture the Puits had been solely due to the enemy’s fierce machine- 
gun fire from concealed positions on three sides, and there was no 
apparent reason to suppose that the British artillery would be any more 
able to locate and to destroy these positions by means of a short 
bombardment on the 28th Ilian had been the case the previous day. 

t Lord Cavan states in his notes on the battle of Loos that his 
" plan was faulty in the light of knowledge gained since of the enemy’s 
position, in that our artillery preparation was too much centred on 
what we believed to be the strong points, whereas they were about 
100 to 200 yards farther east.” See W.D., Guards Division, September, 
1915. Cf. Operation Order No. 2 by Brig.-Ceneral A. E, Wardrop, R.A., 
ib, App. 8 a. 
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he could not get into communication with the divisional 
commander he had no alternative but to carry out his 
instructions. He entrusted the attack to the 1st Bn. 
Coldstream Guards, which was occupying the Chalk Pit, 
and ordered Lieut.-Colonel A. G. Egerton, after securing the 
enemy’s position, to establish himself on the railway line 
immediately south of the Puits. All the available machine 
guns were to cover the attacking troops, concentrating 
their fire on Bois Hugo, while the 2nd Bn. Irish Guards on 
the right of the line was to cooperate with rifle fire directed on 
the enemy’s trenches in front of that wood. 

The Coldstream Guards carried out the assault with their 
customary dash and determination. Despite the most 
galling fire of machine guns from three sides, but mainly 
from Bois Hugo, the leading companies pushed forward and 
some of the men, led by Lieut. C. J. M. Riley and 2nd Lieut. 
O. G. Style, actually reached the Puits. The enemy’s 
machine-gun fire, however, which by this time had been aug¬ 
mented by an artillery bombardment, became so terrific, and 
the losses were so severe,* that Brig.-General Ponsonby 
decided that success was out of the question and ordered the 
battalion to discontinue the attack. The withdrawal was 
admirably conducted and the enemy attempted no counter¬ 
attack either then or during the night, so that it was possible 
to collect the wounded and to strengthen the line on the 
2nd Guards Bde. front. 


(11) Extension Northward oe the Line held by the 
Guards Division and Relief of the Division. 

The following day, the 29th of September, although the 
Germans actually made no counter-attack, they shelled the 
Chalk Pit and Chalk Pit Wood very heavily.f Loos and its 

* 9 officers and 260 other ranks were either killed or wounded 
in this abortive attack. Of the party which reached the Puits only 
Lieut. Riley, wounded, and two men got back. See W.D., 1st Bn. 
Coldstream Guards. 

f Lieut.-Colonel Egerton, commanding the 1st Bn. Coldstream 
Guards, and his adjutant, Lieut, the Honble, M, D. Browne, were 
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vicinity were also severely bombarded during the day, but, 
as a result of good dispositions by the various commanding 
officers, and of the hard work in the construction and renova¬ 
tion of trenches done by the men, the losses were comparatively 
light. 

On the 30th of September detailed instructions from 
the XI Corps were received at divisional headquarters 
with regard to work in connexion with the construction 
of a starting line for a fresh offensive operation which 
was then in contemplation.* The scheme of this proposed 
attack which, it was hoped, would take place on the 3rd of 
October in conjunction with the French, who had just 
taken over Loos, was as follows : the I Corps was to carry 
out an attack under cover of gas south of the La Bass6e 
Canal, its objectives being the line of the Vermelles— 
La Bass6e railway and Fosse No. 8; the XI Corps 
was to attack the enemy’s trenches along the Lens— 
La Bassee road south and south-west of Hullucli, and 
also, in cooperation with a French attack on Hill 70 on 
the right, to endeavour to gain a more advanced defensive 
position designed to connect the Chalk Pit on the left with 
the north-eastern edge of the wood which extends east of the 
Lens—La Bassee road south of Bois Hugo ; the IV Corps was 
to be in reserve. 

In order to cany out the preparations necessary for these 
operations, which involved the digging of several new fire 
trenches and numerous communication trenches, the 1st 
Guards Bde. had to take over part of the line occupied by 
the 8rd Infantry Bde. (1st Division) opposite Hulluch and 

killed by the same shell just outside the battalion’s headquarters in 
the Chalk Pit. Captain E. B. G. Gregge-I-Iopwood took over the 
command of the battalion temporarily until Lieut.-Colonel the I-Ionble. 
G. V. Baring was brought in from the 4.th Bn. Coldstream Guards 
(Pioneers) as commanding officer. Of Lieut.-Colonel Egerton, Brig.- 
General Ponsonby wrote: “The Coldstream Guards have lost a most 
valuable commanding officer in whom all ranks had the greatest 
confidence.” 

_ V?. s #\ ven verbally on the telephone to Major Davidson, 

G.S.0.2, Guards Division, by Lieut.-General Halting and confirmed by 
a written order from the corps received later in the day. See W.D., 
Guards Division, App. 12 and 12‘. 
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the 2nd Guards Bde. to extend its left so as to keep in touch 
with the 1st Guards Bde. 

The two brigades carried out these movements as soon 
as it was dark on the night of the 30th, and their working 
parties laboured unceasingly until 4 a.m. the next day. By 
this hour the 1st Guards Bde., with the assistance of the 
4th Coldstream Guards (Pioneers), had constructed a new 
fire trench running parallel to the Lens-La Bass6e road 
southward towards the eastern edge of the Chalk Pit, with 
which the 2nd Guards Bde., digging northward from Chalk 
Pit Wood, had linked up. It was a magnificent night’s 
work of which officers and men were justly proud. 

Meanwhile, the relief of the Guards Division had already 
begun. The 3rd Guards Bde. was relieved by the 142nd 
Infantry Bde. (47th Division) on the night of the 29th-80th 
of September,* and, although Loos was being heavily shelled 
at the time of the relief, the brigade escaped without a single 
casualty. It moved into billets in the neighbourhood of 
Labourse. 

The relief of the 1st and 2nd Guards Bdcs. by troops of 
the 12th Division was effected between midnight on the 30th 
of September and 4 a.m. on the 1st of October, the 1st Guards 
Bde. going into billets in the Mazingarbe area, the 2nd Guards 
Bde. near Verquigneul. Notwithstanding the bad weather 
and the terrible condition of the ground, both reliefs were 
carried out successfully, and, although there was a good deal 
of hostile artillery fire, with few casualties. 

All ranks in the two brigades were worn out by their 
arduous exertions, and, after such a strenuous period in the 
line, even the squalid and overcrowded billets, which were 
all that were available in the area, represented comparative 
comfort to the men. The administrative branches of the 
divisional and brigade staffs had done their best to make 
things as comfortable as possible, and the troops found hot 
food and big fires awaiting their arrival. 

* This brigade was to hold the line until the arrival of the troops 
of the French IX Corps, who, it had been arranged, were to take over 
thn T.ons sector. 



CHAPTER III 

THE BATTLE OF LOOS— continued- 

ACTIONS OF THE HOHENZOLLERN REDOUBT. 

(1) The Guards take over the Line opposite the 
Quarries, 4th op October—Alteration or their 
Front owing to the loss or the Hohenzollern 
Redoubt. 

On the night of the 3rd-4th of October the Guards 
Division was again called upon to go into the line. The 
XI Corps had by this time been reconstituted, the 12th and 
46th Divisions replacing the 21st and 24th Divisions, which 
had been withdrawn out of the battle area for the purposes 
of reorganization and refitment. The contemplated attack, 
too, in conjunction with the French, which it had been pro¬ 
posed to make on the 3rd of October and the preparations 
for which had occupied the Guards Division during its last 
night in the trenches,* had been definitely abandoned on the 
1st of October owing to the inability of the French to be 
ready in time.t 

So unsatisfactory, however, did Sir Douglas Haig consider 
the British line to be in front of Fosse No. 8 and southward 
to the Vermelles—Hulluch road that he determined to carry 
out this attack with his own troops in a somewhat modified 
form. He decided to make no farther effort for the time 
being to capture the redoubt on Hill 70, but to attempt to 
drive the Germans out of Fosse No. 8 and the Quarries just 

* The objects of this operation, it will be remembered, were the 
recapture of Fosse No. 8 and the formation of a more advanced defensive 
line between Hill 70 and the Chalk Pit. 

t See XI Corps Op. Oxd., R.H. 5.79, 

70 
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west of Puits No. IS and to establish a defensive flank east 
of those places. He entrusted to the I Corps the task of 
recapturing Posse No. 8, and to the XI Corps that of capturing 
the Quarries and pushing forward the line to the Lens—La 
Bass6e road northward from the Chalk Pit to the salient 
opposite Hulluch. 

Orders to this effect were issued from First Army head¬ 
quarters on the 1st of October, and, later in the course of the 
same day. Lord Cavan received an order from the XI Corps 
instructing him to prepare a plan by the following day 
for the capture of the Quarries,* and to relieve the 2nd 
Division on the night of the 3rd-4th of October on the 
front extending southward from a point about 600 yards 
south of the Dump. 

At 12.15 noon the following day the preliminary instruc¬ 
tions for the relief were issued. The 1st Guards Bde. was 
ordered to relieve the 6th Infantry Bde. on the left with its 
right flank just south of the Quarries and the 3rd Guards 
Bde. to relieve the 5th Infantry Bde. and hold the line on 
the right. The 2nd Guards Bde. was to be in reserve at 
Vermelles, and the 4th Bn. Coldstream Guards (Pioneers) was 
to remain with divisional headquarters until further orders. 

Shortly before midnight the same day, after consultation 
with the 2nd Division, detailed orders to the above effect, 
as well as for the movements of the other units of the Guards 
Division affected by the relief, were issued from divisional 
headquarters which, it was stated, would be opened at 
Noyelles-lez-Vermelles Chateau on the completion of the 
relief.f The relief was an exceedingly difficult one to carry 
out owing to the extremely bad condition of the com¬ 
munication trenches f and the activity of the Germans on 

* An order was sent at the same time from the XI Corps to the 
G.O.C. the 12th Division, to prepare a plan for the capture of the 
sector of the Lens—La Bassde road opposite his front. 

f See Guards Division, G.R. 885, W.D., Guards Division, App. 18 b. 

% “ The trenches were in poor condition after days of continuous 
fighting. The parapets of the fire trenches had been freely undercut 
to try and afford protection against shell fire. The communication 
trenches were badly damaged and battalion and brigade headquarters 
were not very safe. The German trench mortars were very attentive 
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the front of the 2nd Division—so aggressive, indeed, were 
they reported to be that it was felt that they might seize 
the opportunity of making an attack during the progress 
of the relief. Lord Cavan, therefore, early in the afternoon 
of the 3rd of October, sent special instructions to Brig.- 
General Eeilding warning him to take every possible pre¬ 
caution against an attack as his troops were approaching the 
enemy’s trenches south of the Quarries and to attempt no 
offensive operation until he was firmly established in the 
line. He also instructed both Brigadiers to have parties of 
bombers in readiness during the progress of the relief and 
emphasized the paramount importance of the troops settling 
to work on the construction of good communication trenches 
with the least possible delay. 

The urgent necessity for precaution was proved about 
6 p.m. when the 2nd Division reported heavy shelling of the 
British positions just north of the Vermelles—Hulluch road. 
As soon as this message was received at divisional head¬ 
quarters, the 3rd Guards Bde., whose battalions were still 
in the neighbourhood of Sailly-Labourse, was ordered to 
stand fast until further orders. An hour later, on the receipt 
of a message from the 2nd Division that the situation was 
well in hand, an order was sent out for the relief to proceed, 
and it was completed shortly after 8 a.m. on the 4th of 
October; the relief of the 6th Infantry Bde. by the 1st Guards 
Bde. having been successfully effected a few hours earlier. 

During the small hours of the morning, however, an 
attack by the enemy a little farther north succeeded in driving 
the troops of the 28th Division out of the Hohenzollern 
Redoubt—an incident which materially changed the situation 
on this part of the front. The loss of this important system 
of trenches rendered insecure the left flank of the line now held 
by the Guards Division and so made the proposed offensive 
operation against the Quarries extremely hazardous. Sir 
Douglas Haig, therefore, decided to abandon for the time 
being any further thought of an attack and to concentrate 

and accurate. Lastly, our drainage led towards the enemy which was 
a great drawback after the persistent rain.” Extract from note supplied 
by Lieut.-Colonel Brough, C.R.E., Guards Division. 
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the activities of his troops upon the work of strengthening 
the front of which they were actually in possession. This 
decision necessitated a readjustment of the line, whilst it 
was also necessary to relieve the 28th Division. 

Accordingly, the XI Corps handed over to the IV Corps 
the frontage which it was holding from Loos on the French 
left to a point about 2,000 yards north of the eastern edge 
of that village, and in its turn took over from the I Corps 
the frontage from the left of the line held by the Guards 
Division to the Vermelles—Auchy-lez-la-Bass£e road which 
runs north of Fosse No. 8. Of this frontage the southern 
sector was allotted to the 12th Division and the northern 
sector, from just south of the Quarries to the Vermelles— 
Auchy-lez-la-Bass6e road, to the Guards Division. It was 
arranged that the front held by the 12th Division should be 
covered by the artillery of the Guards Division, the 12th 
Division and the 7th Division (less one brigade R.F.A.), 
and that held by the Guards Division by the artillery of the 
28th Division and one brigade of the artillery of the 7th 
Division. 

The order of the XI Corps commander, containing these 
instructions, reached Lord Cavan at 9 a.m. on the 4th of 
October, shortly after divisional headquarters had been 
opened at Noyelles-lez-Vermelles, and, at 0 a.m. the following 
morning the preliminary orders for the proposed side-slip 
in the line were issued to the Guards brigades. The 3rd 
Guards Bde. was warned that it would be relieved that night 
by the 87th Infantry Bde. (12th Division) and would then 
take over the billets occupied by the 2nd Guards Bde.; 
the 2nd Guards Bde. that it would relieve the 88rd Infantry 
Bde. (28th Division), which was then holding a frontage of 
about 1,500 yards with its left on the Vermelles—Auchy-Iez- 
la-Bassde road; and the 1st Guards Bde. that it would 
extend its left so as to join the right of the 2nd Guards Bde. 
The 4th Bn. Coldstream Guards (Pioneers) was ordered to 
billet in Vermelles under arrangements to be made by the 
3rd Guards Bde.* 

Meanwhile, during the night of the 4th-5th of October, 
* See G.R. 487, W.D., Guards Division, App. 21. 
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in spite of heavy shelling by the enemy, the 3rd Guards Bde. 
had succeeded in strengthening materially its position, and 
the 1st Guards Bde., although somewhat impeded by the 
activity of the enemy’s bombers, had also done much to 
improve and to consolidate the trenches in its sector of the 
line. 

By 4.15 a.m. on the 6th of October the various reliefs, 
to which reference has just been made, had been successfully 
carried out, and at 10 a.m. divisional headquarters was 
opened at the Cli&teau des Pres at Sailly-Labourse. 

An order was now received from the XI Corps that gas 
cylinders were to be installed along the frontage held by the 
Guards in preparation for an attack which was to be carried 
out at a subsequent date by the 46th Division, and a con¬ 
ference was held at divisional headquarters at which the 
necessary arrangements were discussed by Lord Cavan, the 
C.R.E. and representatives from the brigades in the line. 
Detailed instructions with regard to the preparation of the 
positions for the cylinders, the construction of “ jumping 
off ” trenches for the proposed attack, and the manner in 
which the cylinders were to be conveyed to the front line 
trenches so as to avoid, as far as possible, any undue con¬ 
gestion of traffic in the various communication trenches were 
issued later in the day.* 

The paucity of the routes to and from the front on this 
part of the line, and the strenuous and incessant work which 
was required to keep them open owing to the enemy’s accurate 
artillery and trench-mortar fire was a source of constant 
anxiety to the divisional and brigade staffs. It was only 
by the strict observance of traffic regulations and the main¬ 
tenance of a rigid trench discipline that it was possible to 
keep these routes clear for the supply of food and ammunition 
to the troops in the line. The installation of gas cylinders 
thus added immensely to the difficulties of the situation. 
All the necessary preparations, however, for the placing in 
position of 120 cylinders on the front of each brigade had 
been made by the evening of the 7th of October and full 
instructions for the carrying out of the work of their 

* See W.D., Guards Division, App. 27a. 
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installation in the line, on the night of the 8th-9th, were 
issued from divisional headquarters at II p.ra. on the night 
of the 7th. 

(2) German Attack on the 2nd Guards Bde. on the 
8th of October. 

The night of the 7th-8th of October passed comparatively 
quietly, but, shortly after noon the following day, a report 
from the XI Corps reached divisional headquarters, stating 
that the enemy had cut passages through his wire near Hill 70, 
whilst, about the same time, the German artillery began a 
brisk bombardment of Vermelles as well as of the railway 
line north-east of it and the front line trenches held by the 
Guards Division. It was now tolerably clear that the enemy 
was contemplating an offensive operation, but on which 
particular sector or sectors of the British line the attack 
would he delivered was still uncertain. This question, 
however, was not left long in doubt. At 4.80 p.m. a message 
was received at divisional headquarters from the 2nd Guards 
Bde. to the effect that the enemy was attacking “ Big Willie ” 
and that Brig.-General Ponsonby had already requested the 
3rd Guards Bde. to have a battalion in readiness to reinforce 
the line should such assistance become necessary.* About 
half an hour after the receipt of this message, the 1st Guards 
Bde. reported that the bombardment on its front had become 
very severe all along the line ; that the front and support 
trenches had been considerably damaged; and that touch 
with its left battalion was only being maintained by orderlies. 
A message was also received from the 4th Bn. Coldstream 
Guards (Pioneers) that the battalion had been shelled out 
of its billets at Noyclles-lez-Vermelles. 

As it was now certain that an attack, possibly on a big 
scale, was already in progress, Lord Cavan sent out an order 
cancelling his previous instructions for the installation of 
gas cylinders in the line that night, and made arrangements 
with the 12th Division for the reinforcement of the Guards 
Division by the 85th Infantry Bde. should the necessity arise, 

* The 8rd Guards Bde. reported later that the 2nd Bn. Scots 
Guards had been detailed for this purpose. 
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The German infantry attack on the front held by the 
2nd Guards Bdc. began about 4 p.m. The brunt of it was 
directed against the narrow salient in the line just south of 
“ Big Willie ” where the track leading from Le Rutoire to 
the Loos—Haisnes road crosses the trenches, and its object 
was to drive the British out of these trenches and thus to 
straighten the enemy’s line just south of “ Big Willie.” * 
The attack was carried out by battalions belonging to 
three different regiments | and was pressed with extreme 
determination, the German bombers advancing down 
the trench that led from the southern face of the Hohcn- 
zollern Redoubt and also attacking along the communica¬ 
tion trench that ran east and south of the British position. 
They thus attacked from three sides the two companies 
of the 3rd Bn. Grenadier Guards which formed the garrison 
of this part of the line and succeeded in driving them back 
out of their trench. Most of the Grenadiers’ bombers were 
put out of action as their supply of bombs was quickly 
exhausted, with the result that the situation on this part of 
the front became precarious in the extreme. 

It was then that Sergeant Brooks, 3rd Bn. Coldstream 
Guards, on his own initiative, organized a bombing party 
from his battalion on the right and began attacking the 
Germans, moving forward along the lost trenches. This 
prompt and gallant action was the turning point of the 
engagement. Sergeant Brooks and his party, followed by 
No. 1 Company of the 3rd Bn. Grenadier Guards and two 
companies of the 1st Bn. Scots Guards, which had been sent 
forward by Brig.-General Ponsonby to reinforce the Grena¬ 
diers as soon as he heard of the German attack, bombed the 
enemy out of the trenches, and, when the German bombers 
attempted to cross the open ground to the south of the 
Bump, they were decimated by machine-gun fire. The guns 
of the 3rd Brigade, R.F.A., were also brought to bear with 
great effect on the communication trenches leading to the 
Hohenzollem Redoubt. During this vigorous British counter- 

* See information obtained from prisoners captured by the 1st 
Guards Bde. on the 8th of October. W.D., Guards Division, App. 30. 

t The 97th the 55th and the 77th Infantry Regiments. 
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attack a constant supply of bombs and additional bombers 
■vvas supplied by the 1st Bn. Irish Guards, the 1st Bn. Scots 
Guards and the 2nd Bn. Irish Guards, with the result 
that the Germans were driven back after suffering heavy 
casualties. By 7 p.m. the lost portion of the line had been 
recaptured and was held by the attacking force until Colonel 
Corry, commanding the 3rd Bn. Grenadier Guards, was able 
to consolidate his position by blocking the northern end of 
the trench and forming a defensive front running in a north¬ 
easterly direction from the Le-Rutoire—Haisnes track. 

Meanwhile, the front held by the 2nd Bn. Coldstream 
Guards, on the right of the line occupied by the 1st Guards 
Bde., had also been attacked by German bombers after 
an artillery and trench-mortar bombardment lasting for 
nearly four hours. The enemy, however, failed in his attempt 
to effect a lodgment in the trench in front of the Quarries 
which he attacked, and, after a series of unsuccessful bombing 
encounters with the Coldstream which lasted until darkness 
set in, withdrew. The artillery support given to the 1st 
Guards Bde. throughout the day was most efficient and was 
of great assistance to the infantry. The manner, too, in 
which the Signal Service contrived to keep up the com¬ 
munications between the two brigades, throughout the whole 
course of this engagement, was admirable and earned a special 
word of praise from Brig.-General Ponsonby. 

The successful result of the afternoon’s fighting, after 
the initial failure of the defence on the front of the 2nd 
Guards Bde. was due primarily, if not entirely, to the 
splendid courage and initiative of Sergeant Brooks * and of 
a few men belonging to the 3rd Bn. Coldstream Guards; 
and secondly, to the excellent cooperation between all three 
brigades. 

The action proved that in modern warfare—and par¬ 
ticularly in intricate trench to trench fighting—everything 
may ultimately depend upon the bravery and resource of 
the individual soldier. But the efforts of the bombers led 
by Sergeant Brooks might have been unavailing, had not a 

* Sergeant Brooks was awarded the Victoria Cross for his conduct 
in this engagement., See Appendix in. 
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continuous supply of bombs been forthcoming and their 
distribution been carefully organized.* The ease and com¬ 
parative celei’ity -with which this work was accomplished were 
due to the good discipline which prevailed and to the close 
liaison existing between the brigades and battalions. In 
this respect the Guards Division always had a great advantage 
over other divisions. It started with a feeling of corporate 
unity and with a common training which less fortunate 
divisions only obtained after months of war. Its com¬ 
manders were all Guardsmen, as were also the staff officers 
of the division f and the brigades—most of whom had lived 
and served throughout the greater part of their military 
careers with the various Guards regiments and who thus 
shared with the regimental officers and men the feeling of 
confidence and pride which is bound up with the traditions 
of the Brigade of Guards. From the first, therefore, the 
division was a happy family in which the team work was 
excellent—for the other arms of the Service included in the 
formation were soon inspired by the same divisional esprit 
de corps, vying with each other in their efforts to maintain 
and to increase the high reputation of the division. 

The gallant behaviour of all ranks on the 8th of October 
earned the unstinted praise of the XI Corps commander and 
also of the Commander-in-Chief himself; J but the incidents 

* From the beginning of the attack valuable assistance was given 
to the Grenadiers by the 1st Bn. Irish Guards on their left. “ The 
Grenadiers, most of their bombers killed, borrowed No. 1 Company’s 
bombers, who ‘ did good work,’ while No. 1 Company itself formed a 
flank to defend the left of the Brigade in ease the Germans broke 
through, as for a time seemed possible.” See “ The Irish Guards in 
the Great War,” vol. i. p. 119. 

f Except for Major N. Davidson, R.A., who was the original G.S.0.2 
of the Division and Lieut.-Colonel R. S. McClintock, R.E., who was 
G.S.O.1 for a short time in 1917-1918, all the staff officers of the Guards 
Division throughout the campaign were Guardsmen, although the 
connexion of some of them with “ the Brigade ” was only due to the war. 

f “ I have once more to express to you, and the troops under your 
command, my deep appreciation of their splendid conduct yesterday 
in the severe repulse inflicted upon the enemy’s violent attack all 
along your line south of the La Bass£e Canal. Please communicate 
this to the troops.” See telegram from Field-Marshal Sir J. French 
to Lieut,-General Haking, 9th of October, 1015, W f D.. Guards Division, 
App. 46. , 
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of tiie fighting, especially the manner in which the German 
bombers had been able to rush the trenches occupied by the 
3rd Bn. Grenadier Guards, showed Lord Cavan that certain 
lessons with regard to trench warfare at close quarters had 
still to be learned—at any rate, by the battalions which 
had only recently arrived from England. He seized the 
opportunity, therefore, of drawing up a memorandum on 
bomb-fighting in which he laid down the main principles 
to be observed in the conduct of this kind of warfare. This 
memorandum was circulated to the division on the 9th of 
October and was subsequently considerably amplified and 
expanded.* Lord Cavan also wrote a letter to the XI Corps, 
which was forwarded to Sir Douglas Haig. 

In this letter Lord Cavan drew attention to that which he 
considered to be the main lesson of the recent engagement, 
namely, the necessity of keeping open at all costs as many 
avenues of approach as possible to the front line trenches 
during a bombing attack in order to ensure a continuous 
supply of bombs reaching the fighting troops. He also 
suggested that a carefully-worded memorandum should be 
supplied to the battalion commanders of the New Armj', 
pointing out that in close trench fighting it might often be 
advisable to make slight tactical rearrangements of the line 
in order to protect an exposed flank, even if such changes of 
position might necessitate a local withdrawal.1 

(3) Decision to continue the British advance—R6le 

ASSIGNED TO THE GUARDS—GERMAN ATTACK ON THE 

1st Guards Brigade repulsed—Relief of the 
Guards Division completed, 13th of October— 
Failure of the attack of the 46th Division—The 
Guards ordered to return to the Line. 

The German attack on the 8th of October, as has already 
been narrated, led to the temporary cancellation of the 
order for the installation of gas cylinders on the Guards 
divisional front, but, in spite of the exertions of the previous 

* See W.D., Guards Division, App. 47. 
t See W.D., Guards Division, App. 48. , 
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day’s fighting and the dilapidated state of the trenches after 
the bombardment, this work was successfully begun the 
following day when 240 cylinders were placed in position on 
the front held by the 2nd Guards Bde.* 

On the 10th of October orders from the XI Corps were 
received at divisional headquarters stating that the Guards 
would be relieved, on the night of the lOth-llth, by the 
12th and 46th Divisions and explaining the objects and 
scope of the forthcoming operation to be carried out by the 
First Army.f The intention of Sir Douglas Haig was to 
endeavour to continue his advance towards the line Henin- 
Li^tai'd—Pont a Vendin. As the first stage in this forward 
movement, the IV Corps was ordered to gain the line of the 
Lens—La Bassde road on the 13th of October, and the I, 
Indian and III Corps were to support the attack with fire 
and smoke, while the XI Corps was to establish a strong 
defensive flank on the north—an operation which entailed 
the capture of Fosse No. 8 and of the Quarries. 

In order to carry out the task assigned to him, 
Lieut.-General Haking ordered the 12th Division to attack 
the Quarries, and, after consolidating the ground won and 
gaining touch with the IV Corps on its right and the 46th 
Division on its left, to send forward strong patrols towards 
Cit6 St. Elie in order to ascertain whether that place was still 
held by the enemy. He ordered the 46th Division to capture 
Fosse No. 8 and the Dump, and then to consolidate a line 
north and north-east of the Corons de Maron, gaining touch 
with the 12th Division and the I Corps on its right and left 
respectively. 

The Guards were ordered to arrange for the protection 
of both these attacks by means of a discharge of gas and 
smoke. 

Full instructions for the guidance of the personnel of the 
Guards Division who were to be left in the line on the 
relief of the division in order to carry out the smoke and gas 
arrangements were issued from divisional headquarters on 

* By 6 a.m, on the llfch of October 840 gas cylinders had been 
installed on the front of the Guards Division. 

t See XI Corps Op. Ords. Nos. 7 and 8. 
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the 10th of October, and, on the following day, the orders 
for the relief of the Guards by the 12th and 46th Divisions 
were dispatched to the brigades. On relief, the 1st Guards 
Bdc. was to move to Verqnin, the 2nd Guards Bde. to Prieure 
St. Pry, Vaudricourt and Drouvin, the 8rd Guards Bde. to 
Sailly-Labourse, and the 4th Bn. Coldstream Guards 
(Pioneers) to Fouqui&res. According to corps instructions, 
the infantry and R.E. of the division were to remain in corps 
reserve, whilst one brigade (3rd Guards Bde.) and one Field 
Company, R.E., were to be in readiness to move at one hour’s 
notice from 2 p.m. on the 18th of October, the remainder of 
the division at two hours’ notice.* 

Before the relief was timed to take place, however, the 
Guards brigades in the line were called upon to resist another 
German attack, the enemy’s bombers making a determined 
effort on the afternoon of the 12th of October to recapture 
certain sapheads on the left of the 1st Guards Bde. front, from 
which they had been ejected by the 2nd Bn. Grenadier Guards 
during the night of the 10th, whilst, at the same tune, a heavy 
and effective trench-mortar bombardment was directed on 
the trenches behind this part of the line. The fight, which 
was a fierce one, lasted for four hours, and it was not until 
8 p.m. that the enemy was finally forced to retire, having 
failed to gain any ground and suffered heavy casualties. 
This engagement, however, naturally delayed the progress of 
the relief which was not completed until 6 a.m. on the 18th 
of October. 

The British offensive operation on the afternoon of that 
day was not successful. The attack of the 40th Division— 

* On the 11th of October a German shell fell close to the entrance 
of the headquarters dug-out of the 1st Bn. Irish Guards. It mortally 
wounded the Rev. Father Gwynne, the battalion chaplain, and also 
wounded Licut.-Colonel Madden, the commanding officer, and Lord 
Desmond FitzGerald, the adjutant. Father Gwynne died the next day. 
He was “ a man unusually beloved ” and his death was universally 
mourned. Lieut.-Colonel Madden, who bad been a keen and untiring 
commanding officer, died a few weeks later. As Lord Desmond 
FitzGerald was incapacitated by his wound, Major the Honble. H. R. 
Alexander, from the 2nd Battalion, took over the command of the 
1st Battalion until the 31st of October when Lieut.-Colonel R. C. A. 
Mr>f' r 'lmrYnt n ’limed fhi» poram nd. 
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the failure of which immediately affected the Guards Division 
—was carried out by the 137th and 138th Infantry Bdes. 
Although the enemy’s positions were subjected to a discharge 
of gas and a bombardment by the heavy artillery, his machine- 
gun fire was so fierce and well-sustained that the 187th Infantry 
Bde. on the right failed to reach “ Big Willie,” and after heavy 
losses was compelled to fall back as far as the old German 
front line. On the left, the 188th Infantry Bde., after 
storming the Hohenzollern Redoubt, succeeded in reaching 
Fosse trench, but was then driven back again to the west 
face of the Redoubt where some of its units held on with 
fine tenacity, in the face of violent German counter-attacks, 
until they were relieved the following day. 

On the 13th of October, however, the situation was at 
times critical and it was feared that the enemy might succeed 
in regaining his old line. By order of the XI Corps, 
therefore, two battalions of the 3rd Guards Bde.—the 
1st Bn. Grenadier Guards and the 1st Bn. Welsh Guards— 
moved out of billets in the course of the afternoon in order 
to reinforce the 139th Infantry Bde., the reserve brigade of 
the 46th Division. Later, in the evening of the same day, 
in view of the heavy casualties which had been suffered by 
the two attacking brigades of the 46th Division, it became 
evident that it would be necessary to withdraw them speedily 
from the line, and, consequently, Brig.-General Heyworth, 
at Sailly-Labourse, was warned to be in readiness to take 
over the front of the 46th Division with the 3rd Guards 
Bde. the following day. 

In the early hours of the morning of the 14th of October, 
the decision to relieve the two brigades of the 46th Division 
having been made by Lieut.-General Haking, Lord Cavan 
ordered the 3rd Guards Bde. to carry out the relief on the 
night of the 14th-15th. At 4 p.m,, the same day, he received 
Lieut.-General Haking’s order for the Guards Division again 
to go into the line, relieving the 46th Division on the nights 
of the 14th-15th and 15th-16fh of October. 
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(4) Relief of the 46th Division successfully carried 

OUT ON THE 15TH—16TH OF OCTOBER—ATTACK BY THE 

2nd and 3rd Guards Bdes. on the Hohenzollern 

Redoubt and Dump trench. 

Even after the unfortunate prelude to the new offensive 
on the 14th of October, it still remained the intention of 
Sir Douglas Haig to continue the attack, and the task 
set the Guards, on their return to the line, was to capture 
and hold Dump and Fosse trenches, and then to form a 
defensive flank facing north to cover a farther advance on 
Fosse No. 8. 

Although the actual distance to be covered in this attack 
was not considerable, the task before the troops of the 
Guards Division was an extremely formidable one. The 
enemy’s artillery and trench mortars, on the 14th, had com¬ 
pletely demolished the remnants of a trench system which 
had until then been in existence in the forward portion of the 
line, and had also rendered most of the communication 
trenches almost impassable, in addition to which, they were 
in many places blocked with dead bodies and littered with 
every imaginable kind of debris.* The enemy’s defensive 
organization, too, had been proved to be particularly strong 
and his troops were naturally elated by their successful 
repulse of the attack of the 46th Division. 

In view of the above considerations, therefore, it was 
decided, after a conference at divisional headquarters on 
the 14th of October, at which Lieut.-General Haking was 
present, not to attempt to carry out the whole operation 

* “ The state of tlie trenches was terrible, unburied bodies lying 
everywhere, and the parapets and communication trenches blown in on 
all sides. The trenches allotted to the battalion were knocked about 
and we found dead bodies, equipment and dtbris of all kinds mixed up 
together. Salvage parties worked all day. Just as much damage was 
done to the communication trenches as to the front line trenches.” 
See W.D., 1st Bn. Coldstream Guards, October, 1915. So bad was the 
condition of the ground that Brig.-General Heyworth, after a personal 
reconnaissance of the line on the 14th of October, informed Lord Cavan 
that it was out of the question to carry out an offensive on a large 
scale before the 17th. Lord Cavan concurred with this opinion and 
reported accordinp'lv to the XI Corps. 
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allotted to tlie division by means of a single attack. The 
following preliminary objectives, -which were to be secured 
by a series of bombing attacks supported by artillery and 
trench-mortar fire, were assigned, therefore, to the attacking 
brigades : *—to the 8rd Guards Bde. on the right, the junction 
of Slag Alley trench and Dump trench, and the triangle formed 
by the South Face of the Hohcnzollern Redoubt and the 
southern section of Dump trench ; to the 2nd Guards Bde., 
on the left, the chord of the Hohcnzollern Redoubt and the 
northern part of “ Little Willie.” 

During the course of the relief German infantry, who 
displayed much courage and initiative, carried out three 
distinct bombing attacks on the west front of the Hohen- 
zollem Redoubt. All these attacks were driven back by the 
bombs and rifle fire of the incoming Guards battalions, but 
they naturally added to the manifold difficulties of the 
situation. The incessant fire of the enemy’s guns, which 
was directed with great accuracy on the British communica¬ 
tion trenches, also gravely impeded the progress of the work 
that was being set in hand for the contemplated offensive. 
The night of the 15th-16th of October was thus a very trying 
one for all ranks in the two brigades. Despite every diffi¬ 
culty, however, the attack was launched punctually at the 
appointed hour, 5 a.m. on the 17th of October. It was 
supported by a carefully arranged artillery and trench- 
mortar bombardment, and was pressed with the utmost 
gallantry by the 1st Bn. Grenadier Guards and 2nd Bn. 
Scots Guards, supported by the 4th Bn. Grenadier Guards, 
on the front of the 3rd Guards Bde., and by the 1st Bn. 
Coldstream Guards, supported by the 3rd Bn. Grenadier 
Guards, on the front of the 2nd Guards Bde. But it was soon 
clear to both brigadiers that, in view of the intense severity 
of the enemy’s enfilade machine-gun fire and the terrible 
condition of the ground, it was not humanly possible for their 

* These two brigades took over the line during the course of the 
15th-16th of October, the 1st Guards Bde. remaining in divisional 
reserve at Vermelles and SaUly-Labourse. One battalion of this last- 
mentioned brigade was ordered to hold itself in readiness to move 
forward at thirty minutes’ notice from 5 a.m. oh the 17th of October. 
See W.D., Guards Division, 16th of October, 1915. 
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troops to reach the objectives. At 8 a.m., therefore, as soon 
as this information had been comm uni cated to him, Lord 
Cavan authorized them to break off the attack and to con¬ 
solidate such ground as had been gained. Very little progress 
had actually been made by either brigade and the casualties 
had been heavy,* but, nevertheless, the ground that had been 
secured was of some tactical value as it facilitated the con¬ 
struction of blocks in the trenches leading west from Dump 
trench and made easier the work of sapping forward towards 
the west front of the Hohenzollern Redoubt, which by this 
time had been reduced to a heap of earth and broken 
sandbags. 


(5) Work of the Guards in the Line—Bombing Attack 
by the 2nd Bn. Irish Guards on the west front of 
the Hohenzollern Redoubt—Relief of the Guards 
Division 26th-27th of October. 

The small results achieved by the fighting on the 17th of 
October seem finally to have convinced Sir Douglas Haig 
that it was useless to attempt the recapture of Fosse No. 8 
and the network of defences round the Dump until the 
Germans had been systematically driven out of their out¬ 
lying trenches. Although, therefore, the taking of Fosse 
No. 8 still remained the principal objective on this part of 
the front, the tactical method of achieving this purpose was 
changed.^ It was hoped that by means of periodic artillery 

* Four officers were killed and 7 wounded in the course of this 
attack, and 400 other ranks were either killed or wounded. Some 
idea of the severity of the fighting may be obtained from the fact that 
the two Guards brigades between them made use of 15,000 bombs, 
while both brigadiers agreed that they had experienced no more heavy 
shell fire during the war than between dawn and midday on the 17th. 
The fire of the bulk of the enemy’s guns was of course concentrated on 
the front held by the Guards Division. 

t The advisability of adopting a policy of “ biting off ” the enemy’s 
defences trenoh by trench by means of constant bombing attacks and 
persistent sapping was advocated by Lieut .-General Haking in a 
report written for Sir Douglas Haig on the 14th of October:—“ I am 
of opinion,” wrote the XI Corps Commander, “ that before any further 
attack is made against Fosse 8 we must establish our line along Dump 
trench and Fosse trench. I think this can best be done by organizing 1 
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bombardments of the enemy’s trenches and communications 
round the Fosse and the Dump, his machine guns and trench 
mortars would be destroyed and his defensive positions in 
the vicinity of these places rendered untenable, thus making 
it comparatively easy for the British troops to gain ground 
by means of persistent bombing attacks and sapping 
operations.* 

The Guards, in consequence of this decision, were not 
called upon, during the remainder of their p'eriod of duty in 
this part of the line, to make another general attack, their 
task being to consolidate and to reorganize the divisional 
sector in order to make it as straight and convenient as 
possible for the 12th Division, which was to relieve them and 
to carry on the operations for tire recapture of Fosse No. 8. 

The task of “ biting off ” portions of the enemy’s defences 
in the vicinity of the Hohenzollern Redoubt was no light one, 
and the days and nights between the 17th and 26th of 
October, when the Guards were relieved by the 12 th Division, 
were strenuous ones for the troops in the line. 

On the evening of the 19th of October the 1st Guards Bde. 
relieved the 3rd Guards Bde., and, on the 21st, the 2nd 
Guards Bde. took over a portion of the line from the 5th 
Infantry Bde. (2nd Division) on its left.f But, previous to 
this change of position, on the night of the 20th-21st, the 
2nd Bn. Irish Guards had made a fine attempt to storm the 
trenches held by the Germans behind the west front of the 

bombing attacks, covered by artillery Are carefully concentrated on 
certain definite points, and made along Dump trench from the south* 
east, along South 'Pace and North Pace from the south-west, and along 
‘ Little Willie ’ from the south. An attack of this nature is somewhat 
slow, but it should be sure, aud, with Dump trench and Posse trench 
in our hands, with a good barrage on Mad Point and Mad Alley, we 
can arrange a far better assaulting line against Fosse 8 than we have 
at present." 

* See First Army No. G.S. 104/10 (a), 20th of October, 1915. 

t This readjustment of the line was made neecssary as a result 
of a fresh decision as to the conduct of future operations against Fosse 
No. 8. The task of recapturing the Fosse was now assigned to the 
XI Corps and for this reason that Corps took over from the I Corps on 
its left the line as far as a point a little north of the Vermelles—La 
Bassee railway, whilst it relinquished to the IV Corps on its right the 
part of the sector it was holding south of the Quarries. 
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Hohenzollern Redoubt. Two parties of bombers, con¬ 
verging from the north and south, were employed in this 
attack which was covered by the guns of the divisional 
Artillery directed on “ Little Willie,” North Face and South 
Face, and by the rifle lire of the 2nd Bn. Coldstream Guards 
on the right flank. The noi'thern party, after twice being 
driven back, succeeded in its third attempt in seizing the 
enemy’s barricade about twenty-live yards from its starting 
point and there established itself. The southern party, 
which at first met with less resistance, made a little more 
progress, but was eventually attacked by the enemy’s 
bombers on three sides and forced to consolidate. 

After this attack, during the remaining days of their 
sojourn in the line, the Guards attempted no further offensive 
movement, but worked with splendid energy to improve the 
positions which they held, and, notwithstanding the enemy’s 
incessant bombing attacks and persistent artillery and 
trench-mortar lire, they had strengthened the line con¬ 
siderably and immensely improved the communications by 
the night of the 26th-27th of October, when their two brigades 
were relieved by the 85th and 87th Infantry Bdes. (12th 
Division). 

The Guards had now played their part in the operations 
at Loos and were withdrawn from the battle area. 

(6) Some Considerations on the Loos Operations— 
Share in them op the Guards Division. 

This is not the place in which to attempt any detailed 
examination of the strategy of the Allied commanders which 
led to the offensive in the autumn of 1915 of which the 
operations round Loos formed part. Nor is it necessary to 
examine in too critical a spirit the tactical conduct of the 
battle of Loos itself. In the light of subsequent knowledge 
it is clear that the chief importance of this battle in British 
military history will be due to the fact that it was the 
experience gained in it which settled the tactics of the British 
Higher Command in the first battle of the Somme in 1916, 
and, indeed, to the end of the period of trench warfare. 
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The barren strategical results obtained by the gallant efforts 
of the British Army at Loos, at the cost of so many casualties, 
proved that in modern warfare, unless an attacking army 
has an overwhelming superiority in men and guns, a “ break¬ 
through ” on a front wide enough to have any decisive effect 
is not possible against a stubborn and well-armed enemy in 
strong defensive positions. Success at one point in the line 
is neutralized by failure at other points, and provided that 
the defence is organized in sufficient depth, the impetus of 
the attack as the advance proceeds is almost bound to come 
to a standstill owing to the difficulty of the keeping up of 
communications, the physical exhaustion of the troops and 
the want of adequate artillery support. But in September, 
1915, these facts had not been made dear.* 

Loos was the real baptism of fire of the New Army which 
had been raised by Lord Kitchener; it proved the courage 
and fighting qualities of the citizen troops who had responded 
to his call; but it also proved that their training was in¬ 
complete, that they still lacked the disciplined experience 
and the confidence in themselves and in their leaders without 
which complete success in the hard school of war is impossible. 
The new divisions were called upon to attack positions of 
amazing strength held by first-class fighting men, and in their 
first impetuous rush they achieved wonders. On the 25th of 
September there is no doubt that the enemy was much 
shaken, and had Sir Douglas Haig been in a position to 
seize his opportunity and to push forward at once, it is con¬ 
ceivable that he might have been able to reach the Haute- 
Deule Canal. But the strength and recuperative powers of 
the Germans were underrated, while the further mistake was 
made of sending into the battle at its most critical moment 
troops who had never before been in action and who, in 
addition, were worn out with long marching and insufficient 

* Whilst it was recognized that both the previous offensive opera¬ 
tions during the year—Neuve Chapelle and Festubert—had failed to 
achieve any decisive results, their failure was attributed not so much 
to the intrinsic difficulties of the tasks set the infantry as to the inade¬ 
quacy of the available artillery owing to the Jack of munitions, and to 
the comparatively small scale upon which the operations were 

nondiTf>t*>d. 
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food. After the failure of the attack on the 26th of September 
any chance there might have been of gaining a strategical 
success was over. By the time the Guards appeared on the 
scene of action the enemy had recovered his moral and 
resumed the offensive. The British Commander-in-Chief had 
neither the men nor the guns to make it possible for him to 
carry out his original scheme, and, consequently, the 
remainder of the operations in the Loos area really resolved 
themselves into a series of hard fought local engagements 
carried out for the purpose of improving the tactical position 
on the British front, and for keeping employed as many 
German troops as possible in order to assist the French 
operations in Champagne. 

In these engagements the Guards behaved with the 
courage and pertinacity which were expected of them. If 
no large measure of success crowned their efforts, they yet 
gave a striking example of the physical and moral endurance 
which can only be achieved by good discipline, long training 
and esprit de corps. In the fighting on Hill 70, at the Chalk 
Pit and Puits No. 14 bis, and again round the Hohenzollem 
Redoubt, the Guards not only maintained, but even 
increased, the prestige which their previous record in the war 
had already given to them.* 

And during the four weeks spent either in the shattered 
trenches in the Loos area or in the crowded billetting district 
behind the line, the various units of the division, under the 
tireless personal supervision of its commander and his staff, 
were welded together into a first-class fighting machine, 

* During the Loos operations many of the remaining regimental 
officers who had come out with the original Expeditionary Force were 
killed, but the new officers in the Guards regiments had proved their 
worth. After the battle of Loos, even old-fashioned Guardsmen became 
convinced that officers of the Special Reserve could safely be employed 
as company commanders, and from this time onwards the battalions of 
the Guards Division were officered to a large extent by officers of the 
Special Reserve with very short training behind them. There was a 
general idea in the Army that the Guards Division did not encourage 
the new officer—at any rate until a much later date. But this was not 
the case. The breadth of view with which, as a general rule, the old 
officers after Loos welcomed and pushed forward the new ones was very 
noticeable, and did much to promote the happiness,and family pride of 
thp- div inn 
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The divisional Artillery, under the command of Brig.-General 
Wardrop, after its baptism of fire, made rapid strides in 
efficiency, and the close liaison, which was set up from the 
beginning between the infantry leaders in the line and the 
gunners responsible for the protection of their troops,* helped 
to bring about a mutual understanding between the two arms 
without which any kind of effective cooperation between them 
is impossible. The divisional R.E., too, did yeoman service 
both in and behind the line. The construction and main¬ 
tenance of the defences and communication trenches in a 
modem battle are tasks which test the courage and endurance 
of the most seasoned troops, but on the battle-field of Loos 
the inevitable difficulties of the situation were greatly in¬ 
creased as a result of the almost incessant wet weather, 
and owing to the open nature of the country. No cross¬ 
country tracks were available, and the supply of duck- 
boards at this period in the war was limited. In addition, 
therefore, to the other tasks which fell to their lot in the 
battle, the Field Companies, R.E., were called upon to 
improvise means for draining the water out of the trenches— 
a task of no little difficulty which necessitated much pumping 
and the digging of numerous water channels and new 
trenches. - )" 

* See “Extracts from instructions issued by the C.R.A., Guards 
Division, to his Artillery Brigade Commanders.” W.D., Guards 
Division, App. 87. 

t The principal difficulty which confronted the C.R.E. when the 
Guards first went into the line opposite the Hohenzollern Redoubt 
was the supplying of R.E. stores quickly to the troops in the forward 
area. The “ battle dumps ” were unsuitably situated for the purpose, 
and the demands for materials of all kinds, especially of timber for the 
artillery, were very great and urgent. A new R.E. dump was opened, 
therefore;atYermelles andhastily stocked with the stores wlxichweremost 
imperatively required. The institution of this dump somewhat eased 
the situation, but even Vermelles was a considerable distance from 
the front. The task of carrying up R.E. stores to the fighting troops 
was a severe strain upon the R.E. and the 4th Bn. Coldstream Guards 
(Pioneers) which was placed at the disposal of the C.R.E. throughout 
most of this period of the battle. It is interesting to note that for some 
days after the Guards took over the line opposite the Hohenzollern 
Redoubt stores were actually conveyed in carts during the hours of 
darkness to within 400 yards of the front line trenches on the southern 
portion of the, divisional front. The practice was then discovered by 
the Germans end had to ha discontinued 





CHAPTER IV 

THE WINTER OF 1915-1916. 

(1) In Rest Billets in the Bethune Area. 

On leaving the battle zone the Guards Division was with¬ 
drawn to the billetting area west and south-west of Bethune, 
divisional heaquarters being opened on the 27th of October 
at Gosnay (Les Charmeux), a village about half way between 
Bethune and Bruay.* 

In despite of the days and nights of strenuous exertion 
through which they had passed and the heavy casualties 
which they had suffered, all the battalions of the Guards 
Division were in excellent health and spirits, and, on coming 
out of the line, set to work without a moment’s delay to 
restore their normal routine and discipline. It was a real 
disappointment to the division when the inspection by 
His Majesty the King, which had been arranged to take 
place on the 28th of October ina greatfield of stubble between 
Lillers and Allouagnc, had to be abandoned owing to the 
unfortunate accident which befell His Majesty. All ranks 
had been looking forward to this ceremony—conscious of 
the historic significance of the presence of the King among 
his Guardsmen, and anxious to display their enthusiastic 
devotion and loyalty to the Sovereign who personified the 
unity, the courage and the patriotism of the Empire. 

During the remainder of their stay in rest billets, the 
Guards spent their time in steady drill and in field exercises, 

* The divisional Artillery remained in the line after the infantry 
had been withdrawn and came under the command of the G.O.C. the 
12th Division. It did not rejoin its own division until just before the 
Guards moved into their new line. 
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every opportunity being given to commanding officers to 
train their new drafts and to reorganize their battalions 
after the weal’ and tear of battle. 


(2) Relief of the Indian Corps by the XI Corps on 

THE FRONT EAST AND SOUTH-EAST OF LAVENTIE. 

The decision to relieve the Indian troops from further 
service in France before the winter set in necessitated a 
readjustment of the line on the front held by the First Army, 
and the XI Corps was selected by Sir Douglas Haig to take 
over the sector north of the La Bass^e Canal then occupied 
by the Indian Corps. In order to cause as little dislocation 
as possible on the front south of the canal where active 
operations for the recapture of Fosse No. 8 were still con¬ 
templated, the XI Corps was reconstituted; the 12th 
Division, which, it will be remembered, had relieved the 
Guards Division opposite the Hohenzollern Redoubt was 
transferred to the I Corps, while the 19th Division, which 
was then in the line in the vicinity of Festubert, was incorpo¬ 
rated in the XI Corps. 

When Lieut.-General Haking’s Corps moved north, 
therefore, it consisted of the Guards, the 19th and the 
46th Divisions.* 

(3) The New Line occupied by the XI Corps. 

The front which was now taken over by the XI Corps 
extended from La Quinque Rue—a point about 1,000 yards 
south of Richebourg L’Avoue—northward to Picantin—a 
village about two miles east of Laventie. The whole of 
this defensive system was situated in low-lying country, 
the greater part of which was subject to inundation in the 
winter months; and at no point along the line, which ran in 
a north-north-easterly direction just east of the Rue du Bois 

* Various details were transferred to tlie XI Corps by the Indian 
Corps when it left the line. Of these No. 18 Trench Mortar Battery, 
consisting of twelve 4-pdr. mortars converted from 63 mm., and “L” 
Stokes Mortar Battery, both from the Lahore Division, were allotted 

to fhp. C-n^Td® r>i\rismn. 
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and the Rue Tilleloy, was the distance between the British 
and German trenches more than a few hundred yards apart 
—in many places, indeed, it was considerably less. The 
whole of the British positions were also overlooked from the 
Aubers ridge, along the slopes of which lay the enemy’s 
main defensive system. As was usually the case on the 
Western Front, all the natural advantages of the ground 
both for attack and defence had been secured by the 
Germans. 

The northern portion of the Corps sector was allotted 
to the Guards Division, from a point about 1,000 yards 
south-east of Neuve Chapelle where the La Bassde—Estaires 
road crosses the Rue du Bois, to a point north of Fauquissart, 
a ruined hamlet on the Rue Tilleloy. About ten days 
after the division took over the line, its front was extended 
northward to a point in the neighbourhood of Picantin, 
about 2,500 yards north-east of Fauquissart. It was destined 
to remain in continuous occupation of this line until the 
beginning of February, 1916. 

(4) Move of the Guards Division into its New Area. 

Orders respecting the move of the Guards Division 
into the new area reached divisional headquarters at Les 
Charmeux on the 3rd and 4th of November, and on the former 
day the G.S.O.l and D.A.A. & Q.M.G. visited the Lahore 
Division, which the Guards Division was to relieve, and made 
all the necessary arrangements for the taking over of the line. 
On the 8th, the 2nd Guards Bde. and the divisional Cavalry 
moved to the neighbourhood of La Gorgue, and the divisional 
Artillery, which had by this time rejoined the division, 
and the Field Companies, R.E., to the area north-west of 
Merville. The following day the 3rd Guards Bde. marched to 
Merville, and, on the 10th of November, divisional head¬ 
quarters was opened at La Gorgue and that of the 1st Guards 
Bde. at Merville. Four days later the relief was completed 
and the Guards Division took over the line. The 2nd Guards 
Bde., with its headquarters at Pont du Hem, relieved the 
187th Infantry Bde. and part of the 60th Infantry Bde. 
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on the front between Rue du Bois and a point just north of 
Mauquissart, while the 3rd Guards Bde., with its head¬ 
quarters at “ Cockshy House,” * Rue de Paradis, relieved 
the 59th Infantry Bde. and the remainder of the 60th 
Infantry Bde. northward as far as Fauquissart. The 1st 
Guards Bde. was in divisional reserve. Its headquarters 
was at La Gorgue and two of its battalions were billetted 
in the La Gorgue area, the two others being respectively 
north-west and north-east of Merville.f 


(5) Bad Condition or the Trenches in the New Line— 
Drainage Difficulties. 

The front line defences in the new sector occupied by 
the Guards Division, owing to the marshy ground in which 
they were situated, consisted of breastworks and not trenches. 
These breastworks had been much neglected during the 
summer months and, although of great thickness at their 
base, were by no means bullet-proof at the top. In many 
places along the line the parapets were tumbling to pieces 
and the revetments were in a state of conrplete dilapidation 
throughout the entire area. It was at once realized that 
unless immediate steps were taken to improve the defences 
the bad weather of the winter would bring about a total 
collapse of the front line.J The conditions in rear were 

* A rather pretentious lliree-storeyed red-brick villa which formed a 
conspicuous landmark for the enemy’s gunners—hence its nickname. 

f When the Guards Division extended itslinelo the north on thenight 
of the 24tli-25tli of November, relieving the 20th Division on part of 
its front, the divisional front was delinitely divided into two brigade 
sectors. The headquarters of the brigade in the southern sector was 
established at “ Cockshy House,” Rue de Paradis, and that of the 
brigade in the northern sector in Laventie. The brigade in reserve was 
thenceforward billetted in MerviUe. 

t Detailed instructions with regard to the method of holding the 
line, and the sequence in which the work of repairing and improving 
the defences and communications was to be carried out, were issued 
from divisional headquarters on the I8th of November. The respective 
tasks to be undertaken by the infantry, the R.3S. and the other units 
in the division were also carefully allotted. See W.D., Guards Division, 
App. 182. In order to ensure continuity in the work, it was arranged 
that a scheme showing the work in hand should be drawn up by the 
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if anything worse. The communication trenches, which 
were of especial importance in a region where there was so 
little cover and in which the enemy had such excellent 
observation, were already full of water, and the detached 
posts and defended localities, which formed the rear defences 
along the Rue du Baequerot and farther west, had been 
much neglected and were crumbling to pieces. 

The work of repairing the front line breastworks was 
taken in hand as soon as the division went into the trenches. 
An attempt was also made to construct simultaneously 
a new support line, but this proved too big an undertaking 
and had to be discontinued, the task of the restoration and 
drainage of the front line and the strong points in rear 
absorbing for the time being all the available labour of the 
division.* 

The restoration of the communication trenches was carried 
out mainly by the 4th Bn. Coldstream Guards (Pioneers) 
assisted by a Tunnelling Company, and by dint of most 
strenuous work by day and night these routes to the front 
line were soon much improved. | The main difficulty, 
however, which confronted Lord Cavan and his C.R.E., was 
not so much the actual reconstruction of the defences and 
the communications as the drainage of the whole trench 
system. The flow of water from the Aubers ridge was 
caught and distributed by the Rivi6re des Laies, an artificial 
channel which ran just behind the German front line. The 
whole area between this watercourse and the river Lys had 
been furnished with a network of open drains and channels 

C.R.E., in consultation with the General Staff, and should be given 
to each Brigadier on going into the line. It was left to the Brigadier 
to apportion the work among his battalions, but he was required to 
supply the division with a careful record of the work done when his 
brigade’s tour of duty came to an end. 

* Some idea of the amount of work done during the first few weeks 
of the occupation of this sector of the line by the Guards Division may 
be gathered from the fact that for quite a considerable period of time 
an average of 40,000 sandbags were laid in position every day. 

f At a conference held at divisional headquarters on the 18th 
of November it was decided that battalions in the front line should be 
responsible for the upkeep of the communication trenches as far hack 
and including Rue Tilleloy, and that tire Pioneers under the directions 
of the Cit.E. should take charge of them westward from Rue Tilleloy. 

vnT., t, n , 



90 THE WINTER Oi< 1915-191G 

designed for the purpose of controlled irrigation during the 
winter months. 

The engineering problem that presented itself to the 
s taff of the Guards Division was to discover which of these 
numerous water-ways which connected the Rivi&re des 
Laics and the river Lys would prove effective for carrying 
away the water from the front line. 

It soon became apparent that three main streams would 
have to be utilized for the drainage of the central portion of 
the divisional trench system. The Cyclist Company was 
at once set to work to clear out these ditches, working forward 
from the river Lys to the front line, while the R.E. were 
employed to clear out all the local drains and water-ways 
round and immediately behind the front line. Much of 
this latter work, owing to the want of cover and the dose 
proximity of the enemy, could only be done, in the daytime, 
by one or two men working together at the same time. It 
was, consequently, a long and tedious task. 

The drainage on the extreme right of the divisional 
sector caused even more difficulty, and it was not until a 
series of investigations had been carried out that the actual 
course of the flow of water towards the river Lys was dis¬ 
covered and satisfactorily dealt with. On the left of the line 
most of the water ran into a large pond, which had to be 
drained almost completely by means of a new channel dug by 
the division. The labour required for all this drainage 
work was so great that a Land Drainage Company was 
allotted to the division, and it did excellent work in the 
location and the clearance of the blocks in the drainage 
system throughout the area. 

The result of all this clearance work was that after the 
first winter storms the pumping station, which was being 
installed on the river Lys opposite Estaires, was flooded out, 
while the front line remained tolerably dry. This was 
satisfactory so far as it went, but, as much of the country 
east of Laventie was still under water owing to the natural 
gradient of the ground being not steep enough to carry off 
the surface water sufficiently quickly, leave was obtained 
to move forward a big pump into this area. As soon as this 
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pump was in working order, conditions behind this part of 
the line became much more satisfactory.* 

Throughout the winter months the energies of the R.E. 
and Tunnelling Company had to be largely diverted to 
mining operations owing to the enemy’s mining activity 
on various parts of the line. There were three separate 
systems of mining on the divisional front, mainly of a 
defensive nature. 

As a complete defensive system, the sector never ful¬ 
filled all the necessary requirements, but, by the time the 
Guards Division left it, it was at any rate habitable even in 
wet weather, and its defences and communication trenches 
were well revetted and in a sound state of repair—so secure 
and solid, indeed, was the line that at least one division, 
which subsequently occupied it, expressed the wish to 
remain in it for the duration of the war. 


(6) Method or holding the Line on the XI Coups 

ebont. 

In view of the kind of country in which the XI Corps 
now found itself, no attack on a large scale by the enemy 
was to he anticipated during the winter months. The 
Germans were installed in comparative comfort on the 
Aubers ridge and there was no reason to suppose that, even 
if they had any inclination to indulge in more fighting after 
their recent experiences, they would be foolish enough to 
exchange the high ground for the wet and muddy plain 
held by the British. At the same time, the opposing lines 
were so close together that some offensive action by the 
enemy was always possible and the problem, therefore, 
which had to be solved by the General Staff was how best 
to organize a sound defensive system with the employment 
of the smallest possible number of men in the forward zone. 

* In forwarding the “ Winter Line Report ” to the XI Corps on 
the 22nd of December, 1915, is added the following note:—“ I think 
the drainage efforts of the C.R.E., in addition to his other work, have 
been wonderfully successful"—a word of appreciation which was 
thoroughly deserved. See W.D., Guards Division, App, 269. 
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After the lessons of the previous winter there was no inclina¬ 
tion among the higher authorities to maintain larger garrisons 
in the front line trenches than was absolutely necessary— 
especially in an area such as that which extended southward 
from Laventie to the La Bassee Canal. It was decided, 
therefore, that each corps in the First Army should only 
employ two divisions in the front line and that its remain¬ 
ing division should be in Army reserve, in order that its 
troops could be comfortably billetted and its commander 
given an opportunity of training his officers and men. 

In accordance with this scheme, the front of the XI 
Corps was divided between the Guards Division and the 
46th Division, while the 19th Division was withdrawn into 
Army reserve. Lieut.-General Haking’s original intention 
was that eacli division in the line should in turn go into 
Army reserve. Lord Cavan, however, after consultation 
with his own brigadiers and also with the G.O.C.’s of 
the two other divisions in the corps, put forward a 
proposal that the Guards should remain permanently in 
the line which they occupied—so long, that is to say, 
as the XI Corps remained in this particular sector—and 
that the two other divisions should relieve each other 
according to the original scheme. His reasons for making 
this proposal were that he would always be able to have 
a brigade in reserve in good billets behind the line for six 
out of eighteen days, and that he could also arrange that no 
battalion should be actually in the line for more than forty- 
eight hours. As the Guards Division had already undergone 
a month’s field training in the Lumbres area, and as all the 
divisional and brigade schools and courses of instruction 
could be maintained in full working order while the division 
was in the line, Lord Cavan urged that the advantages to 
be gained from his proposal were considerable. Each division 
in the corps would get to know its own sector and an all 
important continuity in the work on the defensive system 
would be secured* while, from the point of view of offensive 
action, the scheme had everything to commend it. The 
troops in the line would become acquainted with the enemy’s 
positions and his methods of trench warfare, and an effective 
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system of cooperation and mutual understanding could be 
established between the artillery and the infantry.* 

Lieut.-General Haking raised no objection to a trial 
being given to Lord Cavan’s scheme, and it was accordingly 
adopted. It proved so entirely satisfactory in practice that 
it remained in force throughout the winter. Each Guards 
brigade spent six days in every eighteen days in divisional 
reserve, and during a brigade’s period of duty in the line 
only two of its battalions were kept in the front trenches, 
the remaining two battalions being in reserve in an area 
some little distance behind the line where it was possible 
to provide them with tolerably comfortable billets in various 
ruined farms and cottages.'j' 


(7) Arrangements for the comfort and well-being of 
the Troops during the Winter Months. 

As soon as the work and location of the division for the 
coming months had been more or less definitely settled, 
Lord Cavan, with the assistance of his staff, set to work to 
make his arrangements for the winter months. The health 
and general well-being of the troops were the two main 
considerations which occupied his attention. The experience 
which he had gained during the previous winter whilst in 
command of the 4th (Guards) Bde. had shown him that 

* See W.D., Guards Division, App. 144. 

t In reply to a return called for by the XI Corps on the 1st of 
December, 1915, as to the number of men employed in the line by 
each Guards Brigade, the following statement was sent i— 

(а) Number of men per yard who 

are actually in the trenches .. Right Bde. 0'33. Left Bde. 0‘57 

(б) Number of men per yard in 

immediate support of (a) .. „ „ 0*1. „ „ O il 

(c) Strength of battalion reserve .. „ „ Nil. „ „ Nil. 

(tf) Strength of brigade reserve .. „ „ 2 Coys. „ „ 2£ 

Coys. 

Note :—Garrisons of posts in front line system are included in (6). 

Garrisons of posts in the Croix Barbee system {the 
defended localities north of Richebourg St. Vaast and 
along, and in rear of, the Fleurbaix road) which are all 
found by these brigades are not included in (d). 

See W.D., Guards Division, App. 197. 
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the men’s health could be maintained, in far worse con¬ 
ditions than were likely to prevail in that of 1915-1916, 
provided that stringent precautions were adopted and a 
rigid discipline enforced. 

Soon after the Guards took over their new sector of 
the front, therefore, regulations were laid down by their 
Commander for the preservation of health, and the duties 
and responsibilities of the various branches of the s taff 
and of the Brigadiers were carefully enumerated. The 
“ Q ” Staff of the division was made responsible to the 
divisional Commander for the maintenance of an adequate 
supply of grease and lubricants and of fuel; for the pro¬ 
vision of drying rooms for the brigade in divisional reserve; 
for winter clothing and gum boots. It was left to the 
Brigadiers to see that the discipline of gi’ease parades was 
duly enforced; to insist upon the men wearing their g um 
boots and keeping their puttees loose in the trenches; to 
arrange for drying rooms for their reserve battalions ; and 
to attend to the carrying out in detail of the general in¬ 
structions of the division with regard to the comfort, cleanli¬ 
ness and well-being of their troops both in the line and in 
billets.* 

The A.D.M.S., Colonel G. S. McLoughlin, was instructed to 
assist the Brigadiers by giving lectures to the men in the 
care of their feet and in the best methods of keeping them¬ 
selves warm. This officer was also made responsible for 
the exercise of a close supervision in all matters affecting 
cleanliness and sanitation in the Divisional area. 

The billets available west of Laventie—in La Gorgue and 
Merville—were both good and plentiful. All the units of 
the division, therefore, winch were not actually in the line, 
were lodged in tolerable comfort. ■ But even in Laventie 
itself and in other villages in the forward area, the billetting 
accommodation was better than was usually to be found in 
the neighbourhood of the front trenches, so that the reserve 

* On two matters, however, definite instructions were laid down 
by the divisional commander. No battalion was to be kept in the 
hnc for more than forty-eight hours and no man was to be permitted 
to stand in water up to tlie knee. 



GOOD HEALTH OF THE TROOPS 101 

battalions of the brigades in the line had little of which to 
complain. 

The division had the use of some good baths 'which had 
been installed by the Indian Corps in a brewery at La Gorgue. 
These were placed under the charge of the officer commanding 
the 45th Sanitary Company, Lieutenant Pearson, and were 
gradually enlarged and improved. Baths were also fitted 
up in a building at Pont du Hem for the use of the two 
reserve battalions of the brigade occupying the southern 
sector of the front. A soldiers’ club, with reading and 
recreation rooms, was opened at La Goi'gue and proved a 
great boon to the troops during the winter. The first serious 
attempt, too, was made at this time to supply some kind 
of organized entertainment for the division. This work 
was entrusted by the “ Q ” Staff to the joint management of 
the Senior Chaplain of the division, the Rev. R. J. Fleming,* 
and the officer commanding the divisional Supply Column, 
Major Sir W. E. T. Avery, Bart.f A cinema was purchased 
out of divisional funds and a small hall at La Gorgue was 
then converted into a theatre where the latest films from 
England were regularly “ released. ” In the charge of energetic 
chaplains the cinema was also taken round the divisional 
area for the entertainment of troops in their billets. 

Throughout the months spent in this low-lying sector of 
the British front where—in spite of the most vigorous and 
persistent drainage operations—much of the country was 
usually under water, the moral of the Guards Division was 
excellent, and its health record a good one, the percentage 
of sickness being remarkably low. 


(8) The Divisional Defence Scheme. 

The defences of the Guards Division in the area between 
the front line and La Gorgue were organized in three zones :— 
(a) the front system, which consisted of the front line 

* This officer was succeeded as Senior Chaplain by the Rev. Pat 
McCormick on the 28rd of December, 1915. 

t The officer commanding the Employment Company subsequently 
performed these duties. 
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trenches and breastworks and a series of strong points close 
in rear of them along the Rue Tilleloy ; * (b) the Croix 
Barbee system, formed by a chain of supporting posts, the 
majority of which were constructed along the Rue du Bac- 
querot although a few were farther westward; and (c) the 
Le Draunez system, which included various works and defended 
localities covering La Gorgue and Estaires and also certain 
bridgeheads on the rivers Lys and Lawe.f 

The front system, which was “ to be defended at all 
costs,” J was garrisoned in each brigade area by two battalions, 
the left front battalion of the brigade in the southern portion 
of the line being also called upon to furnish a garrison for 
“ Winchester ” post, one of the principal strong points in 
the Croix Barbde system. § In this last-named system, each 
brigade in the line was responsible for the upkeep and 
improvement of the posts in its own area and was also 
required to find garrisons for them from its reserve battalions. 
The actual number of men needed for these garrisons was 
left to the discretion of the brigadiers, but Lord Cavan 
insisted that a garrison should be definitely allotted to each 
post and that it should be drawn from a battalion billetted 
as near to it as possible. || 

* The original intention when the Guards Division came into the 
line was to reconstruct the support line in the front system which hod 
fallen into disrepair and to make a new reserve line in the same area. 
Owing, however, to the difficulties caused by the drainage work and 
the shortage of labour, the latter scheme had to be abandoned alto¬ 
gether, and, although the reconstruction of the support line was perse¬ 
vered with, its completion was not accomplished by the division. 

f See W.D., Guards Division, App. 184. 

t See XI Corps R.H.S. 390, W.D., Guards Division, App. 155. 

§ Part of one of the doors from this building, which was decorated 
in the taste of the period by officers of various battalions, is preserved 
in the Officers’ Guard Room at St. James’s Palace. 

H The Brig.-General, commanding the 1st Guards Brigade, pointed 
out, tliat, if he had to find garrisons for the posts in the Croix Barbie 
system, bis brigade reserve would be so much reduced that it would 
be of no practical value in an emergency. Lord Cavan, while recognizing 
this fact, refused to alter his policy, pointing out that it was based on 
two principles of defence which experience in the war had proved 
to be sound—namely, that a counter-attack to be successful must 
be delivered either immediately after the line had been broken, or 
postponed until it could be organized with artillery support on a 
larger scale than was possible with ,a brigade reserve.. His objects, he 
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The works and defended localities in the Le Drumez 
system were not permanently occupied, but caretakers were 
kept in them, The responsibility for the garrisoning of 
these strong points, should occasion arise, were entrusted, 
west of the Estaires—La Bassee road, to the brigade in 
divisional reserve, and, east of that road, to the 4th Bn. 
Coldstream Guards (Pioneers). 

The rQle of the divisional reserve in the defensive organi¬ 
zation was to cany out a strong counter-attack supported 
by the guns of all the available artillery. If, however, the 
enemy succeeded in penetrating so far and in such strength 
that there was little prospect of such a counter-attack 
being successful in the forward area, all the reserve battalions 
were to garrison the posts in the Le Drumez system and the 
bridgeheads and to hold the line until the arrival of the 
division in corps reserve. 

In the event of a serious attack by the Germans in 
strength, the Guards divisional Artillery was ordered to 
remain in its usual positions for as long a time as possible 
in order to be able to support any counter-attack by the 
divisional reserve. But the C.R.A. was instructed to 
reconnoitre routes, and to have in readiness new positions 
for his batteries in rear suitably sited for the defence of the 
Le Drumez system, in case the Croix Barbie system fell 
into the enemy’s hands. A plan for liaison artillery barrages 
was also drawn up in conjunction with the divisions on either 
flank, by which mutual support was ensured in the event 
of an attack on any of the divisional fronts. 

Throughout the three months during which the Guards 
Division held this portion of the XI Corps sector of the 
line, the enemy made no real attempt to attack the division 
—his offensive efforts, indeed, were mainly confined to 

explained, were to prevent abortive counter-attacks, and to make 
certain that the posts in the Croix Barbie system were securely held 
so that a good starting off lino might be available, if necessity should 
arise, for a big counter-attack to be delivered by the divisional reserve. 
He also stated that, in liis opinion, twenty or thirty men, issuing from 
the post or posts nearest to the point in the line to which the enemy 
might have penetrated, would be able to render very effective assistance 
in an emergency in view of the broken condition of the ground which 
lay between the Rue Tflleloy 1 hud the front line defences. ■ , 1 
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intermittent artillery bombardments and mining enterprises. 
The prompt and effective retaliation by tlie divisional 
Artillery, which invariably followed any hostile bombard¬ 
ment, was usually sufficient to check these displays. The 
policy laid down by Lord Cavan with regard to such artillery 
retaliation was that it should be “ marked,” that is to say, 
that batteries should not waste ammunition by firing a 
few rounds every few minutes during the day, but should 
reserve their fire until the enemy did something to which 
it was worth while replying, and then fire at their utmost 
speed for a definite period of time.* 

The German mining operations opposite the Guards 
divisional front caused a certain amount of anxiety on 
various occasions during the winter, especially during the 
month of December when the enemy’s miners contrived to 
slip past the protective galleries in the area just north of 
Mauquissart, getting to within close proximity of the British 
front line breastworks. As soon as the danger was reported, 
the garrison in this part of the line was withdrawn, and 
warnings were issued along the front as to the precautions 
to be taken in any area in which hostile mining operations 
were suspected. Instructions were also given to the troops 
to occupy without delay the near edge of any crater which 
might be formed by the explosion of a German mine. As the 
liaison between the tunnelling companies in the line and 
the brigades at this time did not appear to be very effective, 
an order was given by the division to the officers in command 
of the tunnelling companies to report daily to the Brigadier, 
on whose part of the line their men were working, full 
particulars as to the work done during the previous twenty- 
four hours and the work proposed to be carried out. - } - 

The vital necessity of good communications as a factor 
in the strength of the defensive organization was fully 
realized and stringent precautions were insisted upon by the 
division in the matter of the laying and the maintenance of 
telephone lines throughout the whole of the divisional 

* See the divisional order with regard to “ Artillery Retaliation.” 
W.D., Guards Division, App. 194. 

f See W.D., Guards Division, Apps, 219, 221 and 228. 
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area. Infantry brigade signalling officers were made 
responsible for all the lines in their areas. The lines between 
battalions and companies in the forward system were laid 
whenever possible by the brigades, and, in cases where this 
could not be arranged, it was still the duty of the brigade 
signalling section to patrol the lines as soon as possible 
after they had been laid in order to test them. All such 
lines were maintained by the battalions and it was a 
divisional order that they should be patrolled each day. 
The lines from batteries to their forward observing officers 
were laid by the artillery, but it was again the duty of the 
infantry brigade signalling officer to inspect them and all 
other artillery lines, and to report at once to the various 
battery commanders if any of their lines required attention.* 

It was during the winter months of 1915-1916, too, that 
the immense importance of accurate intelligence to the 
successful conduct of the defence in trench warfare first began 
really to be understood and appreciated. The maintenance 
of a close observation of the enemy’s movements in, and in 
rear of, his front line trenches; the careful location of his 
guns, trench mortars and machine guns; a day to day report 
as to the state of his wire and the condition of his defences; 
the identification of his units in the line; were all items of 
information, the collection of which was of the utmost 
importance not only to the divisional staff for the defence 
of the line, but also to the higher authorities. 

In the Guards Division, as in most other divisions of 
the British Army, all such intelligence was sent daily to 
divisional headquarters by the brigades in the line and also 
by the gunners. It was then carefully tabulated by the 
General Staff and circulated to the troops by means of daily 
summaries. In this way detailed information, describing 
the habits of the enemy and his defensive organization and 
methods, was always available to the brigadiers, whilst it 
also formed a permanent record for the use of the corps 
and any division which might subsequently take over the 
line.f 

, t l 

* See W.D., Guards Division, App. 245. 

f As the war continued and the methods of obtaining intelligence 
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(9) Winter Operations—Raids and Reconnaissance. 

Although, as has already been stated, there was no 
possibility of carrying out any large offensive operation 
during the winter, Lieut.-General Halving, on first taking 
over the new line, expressed his wish that everything should 
be done to harass the enemy during the coming months.* 
He also informed divisions that the corps might be called 
upon by the First Army to carry out attacks on small 
localities in cooperation with similar attacks made by neigh¬ 
bouring corps, and also to endeavour to gain ground which 
might facilitate the capture of the Aubers ridge, “as a pre¬ 
paration for the great offensive in the spring.” 

As a matter of fact the XI Corps was not called upon to 
participate in any organized attack for purposes such as 
those outlined by Lieut.-Ceneral Haking in his memorandum 
on “ the Winter Campaign, 1915-1916.” The contemplated 

were improved and multiplied, there was a general tendency among 
the fighting troops to underestimate the value of intelligence sum¬ 
maries. This was no doubt due to the natural inclination of the man 
on the spot to view the war entirely from his own particular stand¬ 
point, and also perhaps to the elaborate manner in which some army 
and corps staffs insisted upon these records being maintained by the 
lower formations without sufficiently explaining to them the necessity 
for so much extra work. There can be no doubt, however, that in 
trench warfare, as in any other kind of warfare, there is only one road 
to success either in attack or defence—and that is, to keep in touch 
with the enemy. This can only be done if an accurate and never- 
ceasing watch is kept upon him by the troops who are actually facing 
him, and the knowledge so obtained is placed promptly at the disposal 
of the General Staff. 

* “The corps has been distinguished since its formation for the 
constant offensive action it has been called upon to carry out, and a 
fine offensive spirit is apparent in all units. It is of vital importance 
for the vigorous prosecution of the campaign that every effort should 
be made from the highest to the lowest to foster and increase this 
spirit throughout the winter months which lie before us. By con¬ 
stantly harassing the enemy, compelling him to keep his reserves on 
the move, gaining a small success in one place and then in another, we 
can greatly improve the moral of our own troops and wear out and 
depress the enemy . . . the offensive spirit of the troops must be 
carefully encouraged throughout the winter months and the natural 
desire of the troops to have a quiet time in the trenches must be dis¬ 
couraged in every possible way.” See XI Corps Memorandum on the 
Winter Campaign, 1915-1916, W.D., Guards Division, App. 118. 
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“ step by step ” capture—and presumably retention—of 
tactical localities on the lower slopes of the Aubers ridge in 
midwinter was happily not embarked upon. Nor were the 
corps commander’s warnings against the hibernating habit 
required by the Guards Division. Its regimental officers 
and men, like other troops in the line, were sometimes apt 
to consider that the higher authorities exaggerated the moral 
value of an aggressive policy in trench warfare, and to resent 
being continually called upon to carry out raids and recon¬ 
naissances for apparently no other purpose than to satisfy 
the insatiable curiosity of the Intelligence branch of the 
General Staff. But, nevertheless, they possessed the true 
spirit of the offensive—due in their case to a proud con¬ 
fidence in themselves borne of good discipline and training, 
and the fighting tradition of “ the Brigade.” They were 
never satisfied until they had established a moral ascendancy 
over the Germans in any part of the line in which they 
happened to find themselves. And nowhere was this 
ascendancy more fully established and maintained than on 
the front between Ncuve Chapelle and Picantin in the winter 
of 1915-191G. The narrow strip of No Man’s Land, which 
divided the two defensive systems, was constantly patrolled 
and denied to the enemy, while several daring and successful 
raids were made into his trenches.* The offensive policy 
of the division, which Was adhered to during its sojourn on 
this part of the front, was laid down by Lord Cavan in a 
memorandum issued on the 19th of November, f After 
pointing out that the conditions with regard to the number 
of troops and amount of munitions available were infinitely 

* In January, 1916, the work of the divisional raiding patrols 
was so conspicuously successful that Sir Henry Rawlinson, who was then 
in command of the First Army, wrote the following letter of con¬ 
gratulation to Major-General Feilding through the XI Corps:—“ I 
observe that during the past four weeks raiding expeditions into the 
enemy’s trenches have been undertaken on six different occasions 
by the Guards Division. This shows that a commendable spirit of 
enterprise exists, and that the success which has been attained is the 
Tesult of carefully laid plans well and boldly executed. It is evident 
that the division has established a moral ascendancy over the enemy 
which is of the highest value, and I desire to compliment them on 
their good work.” 

f & ee W.D., Guards Division, App, 148. 
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more favourable to the British Army than during the pre¬ 
ceding winter, the divisional commander directed (1) that 
lanes from 50 to 100 yards wide were to be cut by the artillery 
through the wire at various points in the enemy’s wire, and 
kept permanently open; !|! and (2) that raids were to be 
carried out from time to time during the hours of darkness 
on one or other of these selected points. The raiders, 
whose assault was to be preceded by a short and intensive 
artillery bombardment or discharge of gas, and whose 
strength was not to exceed two companies, were instructed 
to rush the enemy’s front line trenches and to kill or capture 
the defenders, to demolish machine guns and trench mortars, 
and to blow up and damage the defences and dug-outs to 
the best of their ability;. but they were to return to their 
own line with the least possible delay. 

Lord Cavan was confident that, by the adoption of these 
tactics, it would always be possible to surprise the Germans 
as they would never be certain by which lane through their 
wire the raiding pax-ties might make their appearance; 
that the casualties would be comparatively slight as experi¬ 
ence had proved that losses were suffered not so much in the 
actual assault as when captured positions were held ; that 
aggressive action of this kind would keep up the moral of 
the troops and be a good antidote to the inevitable slackness 
resulting from life in the trenches ; and, finally, that if the 
enemy were continually harassed the spirit of his troops 
would deteriorate, and he would thus be compelled to 
augment the garrison of his front line system and to utilize 
for the purpose his best-trained men instead of Landwehr 
troops. 

In accordance with the foregoing policy, periodic artillery 
bombardments for the purpose of cutting lanes in the enemy’s 
wire, or for the destruction of particular strong points in 
his trench system, were undertaken by the divisional 
Artillery. As an example of the kind of work accomplished 
by these bombardments, the results of a “ shoot ” which 

* The estimated amount of ammunition required, for the original 
•wire-cutting was 500 rounds for each locality chosen, and 40 rounds a 
day for the keeping open of the gap. 
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took place on the 24th of November are worth recording. 
In the course of a little over an hour one 18-pdr. battery, 
D/76, and two howitzer batteries, A/61 and B/61, firing H.E. 
shell,* damaged a German blockhouse and battered down the 
breastworks of a strong point opposite Mauquissart on a width 
of GO yards, cutting a stretch 40 yards wide in the enemy’s 
wire. The gap thus made was then sprayed with machine- 
gun fire throughout the night, whilst, in order effectually to 
prevent the enemy from repairing the damage already done 
by the artillery, occasional rounds of shrapnel were also fired 
upon the same area at stated intervals. In addition to these 
preliminary bombardments and the constant task of retalia¬ 
tion the divisional Artillery was continually called upon to 
take its share, in conjunction with the machine gunners, in 
covering the small raiding operations which were carried out 
by the infantry.” f 

In the first half of the month of December, and again 
in the early days of January, 1916, this form of enterprise 
became quite popular on the front of the Guards Division, 
each battalion in turn carrying out some inroad into the 
enemy’s trenches. The almost uniform success of these 
attacks earned for the division the congratulations of the 


* This was one of the first oocasions on which H.E. shell was 
used by the 18-pdr. batteries. It will be remembered that H.E. shell 
was not issued to the field batteries when the B.E.P. was first dis¬ 
patched to France. Brig.-General Wardrop, C.R.A., Guards Division, 
in his report on the work of his batteries on the 24th of November, 
stated that he was unable to say how much of the damage done to 
the German defences was due to the 18-pdr. guns and 4,'B howitzers 
respectively—in view of the failure of some of the 4'S ammunition; 
however, he was inclined to agree with the officer commanding the 
18-pdr. battery that his guns did most of the work. He considered 
that the 18-pdr. H.E. was very satisfactory and this opinion was 
confirmed by an officer of the divisional staff who was an observer 
of the bombardment. See W.D., Guards Division, Apps. 170,171. 

t Lord Cavan was delighted with the rapid improvement made by 
the divisional Artillery. In a message to the division, on the 15th of 
December, congratulating the fighting units on the successes which had 
been achieved during the preceding fortnight, he made especial allusion 
to the cooperation of the artillery in the various infantry attacks as 
having been “ well-timed and thoroughly accurate, thus giving con¬ 
fidence to the raiding parties and safely covering their with¬ 
drawal.” 
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Higher Command, and led to the immediate award of some 
thoroughly well-deserved decorations.* It is unfortunately 
impossible in the space available in this book to do more than 
to make a passing allusion to one of these little operations— 
a raid which Sir Douglas Haig himself described as “ a well- 
planned and well-executed operation, reflecting the highest 
credit on all concerned, from Lieut.-Colonel Lord H. Seymour, 
commanding the 4th Bn. Grenadier Guards, downwards.•(• 
Every detail of this raid was most carefully thought out 
beforehand, and the actual attack was preceded by a daring 
personal reconnaissance along the enemy’s line conducted 
by Captain Sir Robert Filmer, the leader of the raiding party, 
accompanied by Sergeant Higgins and three men belonging 
to No. 3 Company, 4th Bn. Grenadier Guards. The enemy 
was taken completely by surprise and suffered a good many 
casualties. Considerable material damage was also done to 
his trenches in which the raiders remained for twenty'minutes 
while the artillery placed an effective barrage for the pro¬ 
tection of their flanks. The attackers’ casualties on this 
occasion were only one officer and four men wounded, all 
of whom were brought back to the British line. 

* Some months later, the 31st of May,Lieut.-Gcneral Halting wrote 
as follows to Lord Cavan :—“ I see in the Commander-in-chiefs 
Despatches that four battalions of the Guards Division [the 2nd Bn, 
Grenadier Guards, the 1st Bu. Coldstream Guards, the 2nd Bn. Irish 
Guards and the 1st Bn. Welsh Guards] have been included, and I shall 
be very glad if you will permit me to send them congratulations with 
thanks. I also wish to express to you how much I appreciate your 
successful efforts to initiate these raids in the corps when you were 
commanding the Guards Division. The raids carried out by your 
battalions were a great incentive to other divisions in the corps, 
and we learned a great deal from them ; in fact it is chiefly owing to 
the example set by the Guards Division that the XI Corps has earned 
sixteen ‘ mentions.’ ” 

t For a more detailed account of this raid, see " The Grenadier Guards 
in the Great War, 1914-1918,” vol. i, pp. 84'7’-849. For the preliminary 
arrangements made hy Lord Henry Seymour and his remarks on the 
carrying out of the enterprise, see W.D., Guards Division, App. 286. 
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(10) Winter Training-Schools and Courses of 
Instruction. 

Early in November, 1915, the First Army commander 
issued an important memorandum outlining the training 
which he wished to be carried out in the Army during the 
winter months.* In this document a general scheme of 
individual and combined training was laid down for the 
guidance of divisional commanders to whom was wisely 
assigned the task of training their own troops. Much of 
the scheme was of course only applicable to divisions in 
Army reserve and consequently did not directly affect the 
Guards Division, which remained constantly in the line. 
But the training of specialists—such as machine gunners, 
bombers and trench-mortar personnel —the necessity of which 
was emphasized in Sir Douglas Haig’s memorandum, was 
carried on by the Guards Division without cessation through¬ 
out the winter. As many officers as it was permissible to 
send always attended the various special courses of instruc¬ 
tion and conferences, organized by the First Army and G.H.Q. 
In the Guards Division a divisional Bombing School had 
been established before the division left the Loos sector, 
with Major B. Baden-Powell, Scots Guards, as commandant. 
This School was kept in being in the new sector of the line 
under the more high-sounding title of the School of Explo¬ 
sives, and throughout the winter courses of instruction were 
given by Major Baden-Powell and his staff in the use of 
trench mortars,f in the methods of bomb-fighting, and in 
the employment of Very lights, rockets and other explosive 
apparatus. 

A divisional Signalling Class was also formed in which 
were given courses of instruction in the care and use of 
telephones, laying, operating, and maintaining of lines, 

* See First Army, No. 481 (G), “ Instructions for Training.” W. D., 
Guards Division, App. 125. 

f During the winter of 1015-1910 three 4-pdr. batteries of 4 mortars 
were allotted to divisions in the line. The personnel of one of these 
batteries had to be found by each division. The personnel of the 
Guards Division battery was drawn from the 1st Guards Bde. and 
trained in the divisional School of Explosives. 

Vot- r t 
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and the use of visual equipment. Each of the.se courses 
■was attended by thirty men, six from each Guards brigade 
and twelve from the artillery, and their duration, like those 
in the School of Explosives, depended upon the progress 
made by the students. They usually lasted for about 
three weeks. 

Signalling courses of a more elementary character were 
also conducted by the brigade signalling officers. 

The general training and instruction in their duties of 
regimental officers and non-commissioned officers, w hils t in 
the trenches and also whilst in divisional reserve, were left 
to their natural instructors—their commanding officers and 
company commanders respectively, under the supervision of 
the brigadiers. In order, however, that there might always 
be a supply of trained machine gunners it was laid down by 

the division that a large number of men_at least 50 per 

cent, in excess of the recognized establishment—should be 
kept with each brigade machine-gun company. 

In addition to these various forms of training, lectures 
on subjects dealing with the organization and administra¬ 
tion of the Army were given to the troops of the brigade in 
divisional reserve by the divisional commander himself 
and by other officers of the division, while the services of 
outside lecturers were always eagerly welcomed.* 

Besides receiving instruction it also fell to the lot of 
the Guards to impart it, for towards the middle of December 
six battalions of the 88th (Welsh) Division were sent in turn 
to be trained by the Guards Division for a period of eight 
days in the trenches. Other units of the 88th Division— 

the Pioneers, R.E., and Field Ambulanc.es_were als o 

attached for the same purpose to similar units in the Guards 
Division. 


C a ntX w w«t^^ \ g T' U ^ popUlar leotOTe was that given by 
“ H. Hesketh-Prichard in December on “The Art of Sniping” 
Captain Richard's expert advice on the care and use of telSio 
®nf« 8eneTa l “fetation on the subject of sniping, greatly 

EX* 6nd gaV6 an impet " 810 sniping SKffi 
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(11) Promotion of Lord Cavan : Beig.-General Feilding 
appointed G.O.C., Guards Division—Other Changes 
in the Commands. 

On the 22nd of December, Lord Cavan was selected to 
command the XIV Corps which was then in process of 
formation. His early promotion had been anticipated for 
some time, hut its actual announcement caused a feeling 
akin to consternation throughout the Guards Division, so 
universal was the respect for him as a man and so implicit 
the confidence in him as a commander. For Lord Cavan 
himself the task of saying good-bye to his division was a 
sad one, but the parting was made much easier for him than 
would otherwise have been the case owing to the news 
which reached him on the 27th of December, that the 
Guards Division was to join the XTV Corps. 

On the 3rd of January, 1916, Brig.-General G. Feilding 
was appointed to succeed Lord Cavan in the command of 
the Guards Division, with the temporary rank of Major- 
General. His fine record in the war clearly marked him out 
for the succession. He had come to France in command of 
the 3rd Bn. Coldstream Guards. He had handled his 
battalion with great skill and boldness during the retreat 
from Mons, on the Aisne, and throughout the strenuous 
fighting round Ypres in the autumn of 1914. He had succeeded 
Lord Cavan in the command of the 4th (Guards) Bde. in the 
summer of 1915, and he had at once proved himself to be an 
efficient and resourceful brigadier. His personal courage, 
his fearless and independent character, his acknowledged 
military capacity and judgment, his tried experience in the 
war, amply justified his promotion. 

The command of the 1st Guards Bde., made vacant by 
the promotion of Major-General Feilding, was given to 
Brig.-General C. E. Pereira * who reported for duty on the 
9th of January. Ten days later Lieut.-Colonel G, D. Jeffreys 
gave up the command of the 2nd Bn. Grenadier Guards 
on being appointed to command the 58th Infantry Bde., 
and, much to his own regret and that of his battalion, left 
* At the time in command of an infantry brigade. 
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the Guards Division.* About this date, also, Colonel 
N. A. L. Corry, who had been in command of the 3rd Bn. 
Grenadier Guards since its arrival in France the previous 
July, was obliged to return to England owing to the state 
of his health. He was succeeded in the command of the 
battalion by Lieut.-Colonel B. N. Sergison-Brooke. On the 
18th of February yet another change took place among the 
commanding officers of the Guards, when Lieut.-Colonel 
A. B. E. Cator was appointed to command the 87th Infantry 
Bde., Major R. S. Tempest succeeding him in the command 
of the 2nd Bn. Scots Guards. On the 28th of February 
Brig.-General Wardrop left the division on his promotion 
to co mman d the artillery of the XIV Corps and was succeeded 
as C.R.A. by Brig.-General W. Evans. 

(12) The Division leaves the XI CoRrs and joins the 

XIV Corps. 

Throughout the month of January and the early days 
of February the ordinary routine of trench life continued. 
Except for the activity of the patrols, to which allusion has 
already been made, there were no particular incidents which 
call for comment. The enemy showed no kind of inclination 
to attack the Guards, and the latter were mainly occupied 
in the unremitting labour required to keep their defences 
standing and their communications open in the wet weather 
which was prevalent all through the month. 

In the second week of February the 85th Division was 
posted to the XI Corps, and, a few days later, definite orders 
were received for the Guards Division to join the XIV Corps.f 

* The command of the 2nd Bn. Grenadier Guards devolved upon 
Major A. St. L. Glyn until the 1 st of February, when Major C. Champion 
de Crespigny assumed the command. 

f The units of the XIV Corps were being concentrated in and 
near Doullens in the area of the Third Army, whore it was at first thought 
that the Guards would go on leaving the Laventic sector of the front. 
But just before the division left the line the XIV Corps commander 
received orders to move into the area of the Second Army, leaving his 
two divisions-—the 80th and 55th Divisions—with the Third Army 
and assuming the command of the Oth, 14th and 20th Divisions in the 
Ypres salient. The Guards, therefore, moved north from La Gorgue 
and Merville, and, upon their arrival in Flanders, replaced the 14th 
Division in the XfV Corps. 
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The relief of the division began on the 14th of February 
and was completed by the evening of the 16th.* The 
following day divisional headquarters was opened at Haze- 
brouck, and, by the 19th, the whole of the troops of the 
Guards Division, after some trying marching on the slippery 
and snow-covered roads, had arrived in the area of the 
Second Army, where they came under the command of 
General Sir Herbert Plumer. 

* On the 17th of February Lieut.-General flaking sent the following 
message to Major-General Feilding;—“The military situation does 
not permit of my seeing your division on its departure from the corps, 
in order to say good-bye to you all, and thank all ranks for the fine 
services they have performed during the time the division has been 
in the corps. I am compelled, therefore, to write what I should have 
liked to speak. 

“ Ever since the division was formed and posted to this corps, 
it has proved itself to possess the finest possible military spirit. Lord 
Cavan, and since his departure, General Feilding, ably assisted by 
Lieut.-Colonel the Honble. W. P. Hore-Ruthven, G.S.O.l, Lieut.- 
Colonel Darell, A.A. & Q.M.G., and a most efficient staff, have carried 
out several offensive operations with distinguished success, including 
the attacks during the fighting round Loos, the consolidation of a 
difficult and unmade line about the Hohenzollern Redoubt, and the 
raids into the hostile trenches along the Rue Tilleloy front. The 
careful planning of these operations by the divisional commander 
and his General and Administrative Staff, the accurate reconnaissance 
and detailed organization of each by the brigade commanders, 
Brigadier-Generals Heyworth, Ponsonby and Pereira, and also General 
Feilding until he succeeded Lord Cavan in command of the division, 
together with their staffs, lias been a model of good fighting. The 
infantry operations have been ably seconded by the artillery of the 
division under Brigadier-General Wardrop and his brigade commanders, 
who have spared no pains, both in the construction of forward observing 
posts and the training and organization of good observing officers, 
to secure the success of the infantry. The Royal Engineers, also, 
under Lieut.-Colonel Brough and his Field Company commanders, 
have been indefatigable in their work on the defences, the water 
drainage in rear of our line, and in assisting the artillery in the con¬ 
struction of some of the best observing posts in any part of the British 
line. The battalion commanders, officers and non-commissioned 
officers and men, who have been called upon to bear the brunt of all 
this fighting, have shown throughout an offensive spirit, which, in 
my opinion, surpasses any standard reached by the Guards or any 
other infantry in past campaigns, and which will be the admiration 
of future generations of soldiers. The fine discipline and soldierly 
bearing of all ranks is also a matter for you all to be proud of j you 
have been an example to other divisions with whom you have been 
associated, and that example has produced the best results, and has 
raised the fighting value and efficiency of tine whole corps.” 



CHAPTER V 

IN THE YPRES SALIENT, MARCH-JULY, 1916. 

(1) The Guards join the XIV Coups in the Second 
Army area —In Coups Reserve round Cassel and 
at Calais—Relief of the 6th Division in the 
Ypres Salient, 16th-20th oe March. 

When the Guards arrived in Flanders the troops of the 
XIV Corps were holding the left of the British front—the 
northern portion of the Ypres salient from the Bellewaarde 
stream, north west of Hooge, on the right to the junction 
with the French Army just south of the village of Boesinghe 
on the left. The 6th Division was on the right of the line 
and the 20th Division on the left, the boundary between 
the two divisions running just north of Wieltje Farm. The 
14th Division, which the Guards Division was to replace 
in the corps, had just come back from the line into corps 
reserve. For some weeks, consequently, the Guards were not 
called upon to go into the trenches, and the opportunity was 
taken of sending each brigade in turn into camp at Calais, 
where, in addition to the benefit of a change of air, there 
were greater facilities for the training and the recreation of 
the troops than existed in the closely cultivated agricultural 
district round Cassel.* Thus between the time of their 

* While the division was in corps reserve there were four serious 
bombing accidents which resulted in 8 officers and 25 other ranks 
being either killed or wounded. These accidents were caused by the 
premature explosion of the Mills bombs used. On the 16th of March 
Major-General Feilding wrote a letter to the XIV Corps, pointing 
out that these bombs were timed to burst in three instead of five 
seconds. He considered this an insufficient margin of safety and urged 
that there should he a return to the old five seconds fuze in order that 
confidence in the bomb might be restored. See W.D., Guards Division, 
App. 641. 


ne 
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arrival in the area of the Second Army and their taking over 
the front on the 16th of March the t hr ee brigades were 
located either in immediate corps reserve in and round 
Poperinghe, or in the Wormhoudt—Herzeele area north of 
Cassel, or at Calais. Divisional headquarters was moved 
on the 22nd of February from Hazebrouek to Esquelbecq 
Chateau near Wormhoudt and the divisional Artillery was 
billetted round Zeggers Cappel. The weather at this time 
was very wet and cold and a good deal of snow fell, so that 
much training in the open was not possible.* At Calais 
the conditions of life under canvas were, as may be imagined, 
somewhat trying, but, nevertheless, the bracing sea air and 
the change of scene and surroundings proved an excellent 
tonic for the troops for whom their officers arranged plenty 
of football, athletic sports and other amusements.f But this 
pleasant period of relaxation could not last for ever, and, on 
the 14th of March, orders came for the Guards to relieve the 
6th Division in the line. 

The relief began two days later and was completed in the 
evening of the 20th of March, the 3rd Guards Bde., on the 


* Major-General Feilding seized the opportunity of visiting the 
various battalions and explaining to officers and men the Importance 
of making the line which they were to occupy north of Hooge strong 
and defensible. He warned them of the difficulties against which 
they would have to contend in the salient where they would be con¬ 
tinuously under the enemy’s observation, and outlined the method of 
defence. See “ The Grenadier Guards in the Great WaT,” vol. ii. p. 8. 

About this time the Major-General instituted a system of giving 
signed parchments to non-commissioned officers and men in recognition 
of his appreciation of their good work. This practice was adopted in 
some other divisions as well as the Guards Division, and enabled the 
G.O.C. to show his appreciation of services in cases in which it was not 
alwayB possible for Mm to obtain any other form of recognition. 

f The greatest sporting event at Calais was undoubtedly the 
“ Great Calais First Spring Meeting,” organized by the 2nd Guards 
Bde. It was held on the sands “ in some doubt as to whether the 
tide would not wipe out the steeplechase course ” and was an un¬ 
qualified success. See Appendix XIII. “ Every soul In the Brigade 
who owned a horse, and several who had procured one, turned out 
and rode, including Father Knapp (Chaplain, 2nd Bn. Irish Guards), 
aged fifty-eight. There were five races, and a roaring multitude who 
wanted to bet on anything in or out of sight.” See “ The Irish Guards| 
in the Great War,” vol. ii. p. 67. 

t Major-General Feildbur assumed the command of the sector at 
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right, and 1st Guards Bde., on the left, taking over a front 
of about 3,700 yards from the Bellewaarde stream just north 
of the Menin road to a point a little to the north of Wieltje 
.Farm, -while the 2nd Guards Bde. remained in divisional 
reserve in and round Poperinghc.* Each brigade in the line 
had two battalions in the front system and two in reserve, 
the forward battalions being relieved in the line every four 
days.f For the greater part of the period passed by the 
Guards in the salient each brigade spent two weeks in one 
sector, two weeks out of the line, and two weeks in the other 
sector. £ 

(2) Work in the Line—Restoration and reconstruction 
of the Trench System—Activity of the German 
Artillery. 

The sector of the line on which the Guards Division 
now found itself was incomparably the most unpleasant part 

10 p.m. on tlie 18th of March. By the 20th, the artillery relief had 
also been completed. See W.D., Guards Division, March, 1016. 

The artillery was organized in two groups in battery positions round 
the northern outskirts of Ypres. B/74, which had been in action with 
the artillery of the 20th Division, did not go into the line until later 
in the month. See W.D., C.R.A., Guards Division, March, 1016. 

* While the Guards occupied this sector of the line the headquarters 
of the division, of the C.R.A. and of the brigade in reserve were at 
Poperinghe; that of the brigade on the right in the ramparts of Ypres, 
and that of the brigade on the left in dug-outs along the canal bank. 
The 4th Bn. Coldstream Guards (Pioneers) was located in a camp just 
cast of Poperinghe; the Field Companies, R.E., on the canal bank and 
the divisional Cavalry and Cyclists south and north-east of Poperinghc 
respectively. 

t When it first went into this sector the 1st Guards Bde. tried the 
plan of relieving the battalion in the line every two days, but, as only 
one of the forward battalions was ever relieved on the same night, this 
meant a nightly relief on the brigade front. The system of relief 
described above was that adopted by the 8rd Guards Bde. when it went 
into the line and eventually became the practice throughout the 
division. 

$ A few days before the Guards went into the line, on the 7th of 
March, Lieut.-Colonel the Honbio. W. P. Hore-Ruthvcn left the 
division upon his appointment as B.G.G.S., VIII Corps, and was 
succeeded as G.S.O.1, by Lieut.-Colonel C. P. Heywood, Coldstream 
Guards. Ten days later Lieut.-Colonel G. 3?. Trotter was appointed to 
the command of the 27th Infantry Bde. and Major A. St. L. Glyn 
obtained the command of the let Bn, rhVrPn rds. 
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of tlic whole British front. The holding of the Ypres salient 
at any time in the year was a task which made greater 
demands upon the stamina and moral of the defending troops 
than did that of any other portion of the front. But in the 
cold and wet weather of the early spring of 1916 the conditions 
of life in this dismal and water-logged area, overlooked on 
three sides by the enemy’s artillery, were even more deplorable 
than usual. 

It was invariably the custom in the British Armies in 
France, and no doubt the custom prevailed in every other 
theatre of war, for any division when taking over a new 
line to describe the state of the trenches as lamentably 
neglected by the outgoing troops; but in the Ypres sector 
in wet weather such a description was almost inevitable, 
for, however much work might have been expended upon the 
trenches, a few days’ rain or a hostile bombardment generally 
reduced them to crumbling heaps of dismantled sandbags and 
mud. 

The state of things found by the Guards when they 
relieved the 6th Division was no exception to the rule. The 
whole trench system was in a state of dilapidation and ruin. 
Part of tlic reserve line in front of the White Chateau * was 
untenable in daytime and the communication trenches, 
which were of great length in this sector, were so badly 
damaged by the enemy’s artillery fire that it was impossible 
to use them—men had either to get out of them and walk 
across the open in full view of the enemy or to struggle 
along them up to their waists in water. The front line 
trenches were also far from satisfactory as the parapets were 
very low, at any rate for the Guards, and by, no means 
bullet-proof, f 

Throughout the course of the war there was usually a 
rumour current of an impending German attack upon Ypres 

* In reply to an inquiry by the corps Major-General Feilding 
reported that the White Chateau was a shell-trap and. could not be 
occupied. He arranged to cover it by some trenches,in the neighbour¬ 
hood, and hoped to construct a small work to the west of it. See W.D., 
Guards Division, App. 552. 

t See Notes on the line to be taken over, W.D., Guards Division, 
App.5rri 
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and in this respect the spring of 191C was no exception to the 
rule. Every effort was made, therefore, to strengthen the 
defences in the immediate neighbourhood of the town, and 
the R.E. of the Guards Division were at first almost wholly 
engaged in the construction of a series of machine-gun 
positions in ruined buildings in the ramparts, between the 
town and the village of St. Jean and along the canal bank. 
They also dug some new trenches for local defence in rear 
of the White Chateau. While the Field Companies, R.E., 
were thus employed, the 4th Bn. Coldstream Guards 
(Pioneers) set to work upon the restoration of the com¬ 
munication trenches and soon succeeded in securing cover 
from view, although it was some time before it was possible to 
place much reliance in the protection afforded by these 
approaches to the front line against the enemy’s rifle and 
machine-gun fire. 

Meanwhile, the infantry of the two brigades in the line 
worked hard upon the strengthening and the draining of 
the forward system, and, in a comparatively short space 
of time, there was a marked improvement in the defences. 
But these first weeks in the salient were a severe strain upon 
all ranks. There was no attempt at infantry action by the 
enemy, but his artillery was seldom silent—it rarely was in 
this sector of the line—and the fierce, concentrated area 
bombardments, which at this time were fired by the Germans, 
took a heavy toll of casualties and destroyed the trenches 
almost as fast as they were repaired.* 

As the fire of the divisional Artillery had no appreciable 
effect in keeping down that of the enemy’s batteries, a special 
bombardment of the German lines was carried out by the 
corps heavy artillery in conjunction with the field guns on the 

* " These various activities did not pass unnoticed and the enemy 
subjected, our whole trench system to a thorough good bombardment, 
doing an immense amount of damage. I think West Lane communica¬ 
tion trench alone received 52 direct liits and the damage all round was 
on much the same scale. It took us the rest of our time in this sector 
to get repairs effected.” Extract from no te supplied by Lieut.-Colonel 
Brough, C.R..E., Guards Division. 

During March the losses in the division, mainly caused by shell fire, 
amounted to 10 officers and 828 other ranks. See General Staff 
Summary, Guards Division. 
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4th and 5th of April. This “ shoot ” was much hindered by 
bad visibility; but, nevertheless, an immense amount of 
damage was done to the hostile trench system, and its effect 
was beneficial, as, although the enemy’s artillery fire con¬ 
tinued to be persistent and annoying, his gunners did not 
again carry out any concentrated bombardments on particular 
areas while the Guards remained in this sector of the line. 

As soon as the work necessitated by the scheme for the 
immediate defence of Ypres had been completed, the Field 
Companies, R.E., were sent into the forward area to assist 
the infantry. Their main task was to strengthen and 
develop the machinc-gun defence in the event of a hostile 
attack breaking through the front line system, and their 
time was largely occupied in the building of concrete and 
steel emplacements for machine guns, linked up with belts 
of wire and sited so as to bring flanking fire to bear upon 
the various avenues of approach to Ypres. Their work 
was rendered particularly arduous owing to the drainage 
difficulties.* 

In addition to the devising and the carrying out of these 
various defences, a vast amount of work was thrown on the 
C.R.E. and his men in the reconstruction of the shelters and 
dug-outs along the canal bank, the majority of which when 
the Guards went into the line had no pretensions to being 
shell-proof, and in increasing the accommodation in the 
ramparts and cellars of Ypres. A new brigade headquarters 
was made in the ramparts and a new artillery brigade head¬ 
quarters was built just north of the town. The cellars in 
the ruined houses east of the moat were cleared of d&bris 
and fitted with bunks for the troops.*)* 

* “ Our great difficulty in this sector was that the ground, having 
been repeatedly and heavily shelled, had become water-logged during 
the winter, and it was very difficult to keep one’s drainage cuts open in 
the greasy, yellow clay.’ ’ Extract from note supplied by Lieut.-Colonel, 
Brough, C.R.E., Guards Division. 

f “ Corps and army workshops for R.E. material were organized 
at this time, but a great deal of manufacturing work still fell on the 
Field Companies in the line, which, apart from making up R.E. stores 
for the front line, had to provide a good deal of hutting. ThiB meant 
having a number of small scattered shops, and it proved a perfect 
curse getting raw material to them and manufactured stuff away. We 



122 


IN THE YPRES SALIENT 


(3) Hostile Raid on tiie IDtii of Apb.il—Death of Bjric;.- 
Genebal Heywortii—Tiie Guards believed by the 
20th Division—The 2nd Guards Brigade sent to 
RELIEVE THE CANADIANS OPPOSITE HoOGE — The GUARDS 

Division takes over the Left Sector of the Front 
of the XIV Corps, 16th-19tii of June—Work in 
the Line. 


In the evening of the 19th of April the enemy’s infantry 
made a raid north of Wieltje and some of the raiders suc¬ 
ceeded in penetrating the front held by the 2nd Bn. Scots 
Guards in that village. They made their way into the line 
at a point where a trench, which had been heavily shelled, 
had been evacuated. But they were promptly bombed out 
again and the lost ground regained.* 

During the month of May there was an increase in 
mining activities, but in other respects there was little 
incident on the Guards front. Ammunition had now to be 
used with great economy in view of the coming operations 
on the Somme, and, consequently, the work of the divisional 
Artillery was strictly limited to such retaliatory lire as was 


had only the one road from Poperinglie to Ypres upon which Lo send 
up large quantities of stores to the front line. The transport diilicultics 
were great enough even when the enemy was not shelling our com¬ 
munications. I think that we often had as many as 60 D.A.C. wagons 
out on a night carting up stores to Ypres. The railway line was of 
little use to us as the track was too badly damaged at and beyond 
Ypres.” Extract from note supplied by Lieut.-Coloncl Brough, C.B .E., 
Guards Division, 

* This affair cost the Scots Guards 40 casualties and the 4th Bn. 
Grenadier Guards on their right 27. See W.D., Guards Division, 
App. 624. 

The total casualties in the division during April amounted to nearly 
400 all ranks, At the end of the month the O.C. Guards Division Base 
Dep6t sent in a return showing the number of reinforcements sent to 
«°jrt dmii« the period 25th of August, 1915, to the 20th of April, 
1010. The following figures are of interest:— 


Grenadier Guards 
Coldstream Guards 
Scots Guards 
Irish Guards 
Welsh Gn rdi ,. 


60 officers, 2587 other ranks. 


45 „ 2078 

46 „ 1714 

85 „ 1582 

tt /!<*•* 
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deemed necessary. On the 9th of May Brig.-General 
Hey worth was unfortunately killed by a German sniper as 
he was going round the line, and in him the 3rd Guards Bde. 
lost a most gallant commander who was universally popular 
and deservedly respected. He was succeeded in the command 
of the brigade by Brig.-General C. E. Corkran. 

On the 21st of May the Guards were relieved in the line 
by the 20tli Division,* and moved back to the Wormhoudt 
area, divisional headquarters being established in Esquelbecq 
CMteau.j" 

The division had been enjoying its well-earned rest for 
about a fortnight when the news arrived that the Canadians 
had been driven out of Hooge,f and orders were soon after¬ 
wards received from the XIY Corps for one of the Guards 
brigades to move forward in order to take over part of the 
front held by the Canadians. 

* The divisional Artillery was relieved by that of the 20th Division 
on the 20th of May and went back to the Zeggers Cappel area. It 
received a message of congratulation from Major-General Feilding for 
the work done on battery positions and O.P.’s. See W.D., C.R.A., 
Guards Division, May, 1910, and App. 34. 

Lieut.-Colonel G. R. V. Kinsman left llie division owing to ill- 
health early in the month ond was succeeded in the command of the 
70th Bde., R.F.A., by Lieut.-Colonel F. C. Bryant. 

Lieut.-Colonel C. B. Watkins replaced Lieut.-Colonel H. Fawcus 
in the command of the D.A.C. about the same time for a similar reason. 
The D.A.C. sustained its first casualties in action in May, losing 3 men 
and 46 animals. See W.D., D.A.C., Guards Division, May, 1910. 

Lieut.-Coloncl Ravenhill relinquished the command of the 74th 
Bde., R.F.A., early in Juno and was succeeded by Lieut.-Colonel 
J. B. Riddell. 

f Just before the Guards left the line the B.G.G.S., XIV Corps 
sent the following note to Major-General Feilding:;—“The corps 
commander wishes me to express to you and all ranks of the Guards 
Division his sincere thanks for the work done during the last two months, 
both in and behind the line. The cost has been heavy, but the defence 
has been sure, and a very great improvement effected in the line.” 

t On the 2nd of June the Germans, after a very intense artillery 
bombardment, which completely obliterated the trenches, broke 
through the Canadian line from the northern edge of Sanctuary Wood 
to Mount Sorrel. They penetrated as far as Maple Copse, and, although 
they were driven out of it again, they succeeded in establishing them¬ 
selves for a time on Observatory ridge. Obstinate fighting continued 
for some days and the enemy captured Hooge on the 6tfi. Oh the 18th 
a Canadian counter-attack regained much of the lost ground, but 
Hooge still remained in German hands. 
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The 2nd Guards Bde., to which the 76th Field Company, 
R.E., was attached, was at once dispatched in lorries to 
Vlamertinghe and went into the line opposite Hooge on the 
15th-16th of June. The conditions in the trenches were 
terrible and the enemy’s artillery fire was very severe; * 
but the Guards were not called upon to resist any infantry 
attack, and, on the night of the 21st-22nd, the brigade 
was relieved by the Canadians and rejoined the division. 

The 1st and 3rd Guards Bdes. remained behind the line 
in G.H.Q. Reserve until the nights of the 16th-17th and 
18fch-19th of June when they relieved the 6th Bivision in the 
left sector of the XIV CoTps front, the 3rd Guards Bde. going 
in on the right and the 1st Guards Bde. on the left of the line. 
Divisional headquarters was then moved from Esquelbecq 
to the convent of St. Sixte, north of Poperinghe.f 

The trenches in the new sector, which extended from north 
of Wieltje Farm to Boesinghe, were in poor condition, but, 
as the ground was now beginning to dry out, it was possible 

* “Wc’vc been having stirring times these last months. We 
were rushed up in motor-buses in the middle of our rest as an emergency 
measure to relieve the Canadians after their counter-attack at Hooge. 
We took over -what was in clfcct a battle-field and untidy one at that. 
Mined trenches, confluent craters, bodies and bits of bodies, woods 
turned into a wilderness of stubby blackened stumps and a stink of 
death and corruption which was supernaturally beastly. The Canadians 
fought extremely well and are brave and enterprising, but they are 
deficient in system and routine. No troops can be first-rate unless 
they are punished for small faults and get their meals with regularity. 
The Canadians me frequently famished and never rebuked, whereas 
the Brigade of Guards are gorged and d—~d the whole time.” Extract 
from a letter of Lieutenant Raymond Asquith. See “ The 
Autobiography of Margot Asquith," vol. ii. pp. 240,241. 

f The divisional Artillery relieved the 6th Divisional Artillery 
on the 18th of June, the battery positions being outside Ypres on the 
Wieltje road, and farther north behind the canal. The D.A.C. formed 
a big forward ammunition dump containing 40,000 rounds, 32,000 for 
the 18-pdrs. and 8,000 for the howitzers. See W.D’s., C.R.A., and 
D.A.C., Guards Division, June, 1916, 

In the middle of May an important reorganization of the divisional 
Artillery had taken place. The Cist Bde., R.F.A., had parted with all 
its howitzer batteries, one battery going to each of the 74th, 75th 
and 76th Bdes., R.F.A. Henceforward the 61st Bde. consisted of three 
18-pdr, batteries, and the other three brigades each had three 18-pdr. 
batteries and one howitzer battery. See WJD., 01st Bde., R.F.A., May, 
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to get a little cover by digging down and draining; and so, 
by dint of hard work, the support line was soon made habitable 
and the communication trenches much improved.* The 
bridges across the Yser Canal were at first a source of great 
trouble as they were frequently shelled and the northern¬ 
most of them, which was only protected by a canvas screen, 
was continually subjected to the enemy’s rifle and machine- 
gun fire. The R.E. put up a series of trench grid bridges on 
piles, the grids being placed just below water level so that 
they might escape detection by aeroplane observers. The 
R.E. were also kept continuously employed in assisting the 
infantry with the drainage and the reconstruction of the 
front line trench system.f The line now occupied by the 
division was a long one, and it was no easy matter to keep 
up its defences and its communications; but during their 
sojourn in this area the Guards certainly effected considerable 
improvements, and when they left it a man’s safety in the 
front area, as one writer has expressed it, no longer depended 
upon his ability “ to imitate a Russian dancer.” t 

* “The enemy had at least one deadly and big trench mortar 
opposite the point where our trenches turned north-west from the 
canal bank, and he not infrequently put up ‘ Brock’s benefit,’ which 
obliterated all vestige of our trenches within its range. We tried 
digging fresh trenches here, but we really held a line behind this 
point.” Extract from note supplied by Lieut.-Colonel Brough, C.R.E., 
Guards Division. 

f The damage done by shell fire to the natural system of drainage 
in this area winch ran down to the canal necessitated an immense 
amount of labour. Much of this could only be done by daylight and 
of course only scattered groups of men could be employed. Never¬ 
theless, a new front line trench about 800 yards long was dug to 
straighten up the point of junction with the division on the right, 

$ “ We had one great asset in this sector. A really good central 
divisional R.E. workshop to which the railway delivered material. 
Moreover, by arrangement with the local Railway Construction Com¬ 
pany, we were able to send up four broad gauge truck loads of material 
nightly to just west of Ypres. Here wc harnessed horse teams to the 
railway wagons (the country being dead flat) and pulled them up to 
our dumps just close behind the canal bank in our sector. This arrange¬ 
ment worked very well, the empty railway trucks being dragged back 
and delivered at Ypres before dawn. The enemy, strange to say, 
acquiesced in our proceedings.” Extract from note supplied by 
Lieut.-Colonel Brough, C.R.E., Guards Division. 
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(4) Resumption oe an Aggressive Policy on the Front 
oe the Second Army—Raids by the Guards— 
Departure oe the Division to the Somme Area, 
27th oe July. 

A more offensive policy was now inaugurated all along the 
front of the Second Army “ with the object of assisting the 
offensive in other areas and also to assist any future offensive 
in this area.” * 

In conformity with this policy, on the 24tli of June, the 
left group of guns covering the Guards’ front carried out 
a bombardment of the German line, cutting three gaps in 
the enemy’s wire and making four breaches in his parapet. 
These gaps were somewhat difficult to keep under observa¬ 
tion owing to the long grass, but they appeared to be well 
cut and were kept open by systematic shooting, f On the 
night of the 25th-26th of June the 1st Bn. Grenadier Guards 
carried out a raid and advanced the line of the 3rd Guards Bde. 
about 200 yards on a frontage of 800 yards, digging a forward 
trench north-west of Forward Cottage. 

The enemy showed no inclination to fight at this time and 
appeared to be mainly occupied in the strengthening of his 
defences. But even in this comparative calm the salient 
exacted its heavy toll of casualties.^; 

On the night of the lst-2nd of July a company of the 
1st Bn. Welsh Guards, under the command of Captain 
II. Dene carried out a very successful attack in the right 
sector of the line. A hostile post at Morteldje Estaminet, 
which stood at the cross-roads where Admiral’s road running 
north-west from Wieltje met Boundary road running north 
from Ypres, was captured and two prisoners were taken. 
This enterprise was supported by the concentrated fire of 

* See Guards Division Op. Ord. No. 44, and General Staff Summary, 
Guards Division. 

f Another bombardment of the same character was carried out on 
the 27th of June by both artillery groups. The breaches made in the 
enemy’s line were kept under machine-gun and Lewis-gun fire. 

$ The losses in the division during the week 21st-28th of June 
“.mnunted to 8 officers and 268 other rnn'-s, 



THE RAID AT MORTELDJE ESTAMINET 127 


the 4 ‘5 howitzers, and two bombing posts w r ere successfully 
established at the ruins of the estaminet. The following 
day the German artillery and minenwetfer-fire rendered 
these posts untenable and they had to be withdrawn; but 
a Lewis gun was placed so as to cover the ruins with its fire, 
and deny them to the enemy. The Welsh Guards, who 
displayed great courage and determination in this affair, 
then set to work to sap forward in order to reestablish the 
posts and were still engaged upon this task when they were 
relieved in the line by the 2nd Bn. Scots Guards.* 

The following night the 2nd Bn. Irish Guards t raided 
the south-western face of the German salient at Krupp Farm 
on the Pilckem road. The raiders, who consisted of 40 
Guardsmen and a small detachment of R.E., advanced as 
soon as the British artillery barrage had lifted from the 
enemy’s trenches. They took 2 prisoners and carried out 
some demolition work, remaining for about ten minutes in 
the captured position in spite of an intense hostile barrage. 
Lieutenant Pym, who was in command of the raiding party, 
never returned, and the casualties in the raid and sub¬ 
sequent artillery bombardment were unfortunately somewhat 

numerous.^ 

On the night of the 8rd-4th of July the 1st Bn. Grenadier 
Guards, in cooperation with troops of the 20th Division on 
their right, succeeded in digging a new forward trench which 
advanced the line about 250 yards between Wieltje and 
Cross Roads Farm, but an attempt by the 4th Battalion of 
the same regiment to raid the locality known as Canadian 
dug-outs near the cross-roads-north west of Wieltje a few 

* See “ History of the Welsh Guards,” pp. 88-80. The Welsh 
Guards lost 4 officers and 76 other ranks. But most of these casualties 
•were incurred after the capture of the objective. 

“ We got the place with one casualty and while consolidating the 
Bosch guns were turned on the men who continued digging all through 
the night under intense shrapnel Are." Extract from a letter written 
by Lieut.-Coloael Murray-Thieipland. 

f The 2nd Guards Bde. had relieved the 1st Guards Bde. before 
the end of June. 

% See W.D., 2nd Guards Bde., July, 1916. Of. “ The Irish Guards 
in the Great War,” vol. ii. pp. 88-92. The Irish Guards had 52 
casualties as a result of thiB affair. 

VOT. I V 
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days later ended in failure, the enemy being found very much 
on the alert and ready for the raiders.* 

Throughout the remainder of July—-until the 25th of the 
month when the relief of the Guards Division began—except 
for some patrol encounters, there was little incident on the 
divisional front. 

The Allied operations on the Somme were now in full 
progress, and, although no sane man was personally anxious 
to take part in the offensive, there was yet a feeling throughout 
the division that the proper place for the Guards was in the 
battle zone. The call duly came, the XIV Corps received 
orders to relieve the VIII Corps in the Somme area, and, at 
4 p.m., on the 27th of July, Major-General Feilding handed 
over the command of the Boesinghe sector to the G.O.C. the 
4th Division. Three days later the Guards Division was 
billetted in the area Bouquemaison—Lueheux—Halloy, with 
divisional headquarters at DouUens.f 


(5) Arrival of the Guards in the Area of the Reserve 
Army—The Division goes into the Line opposite 
Beaumont Hamel. 

When the Guards reached the battle area, the troops of 
the XIV Corps were already holding the front of the Reserve 
Army (General Hubert Gough) from the river Ancre to the 
Puisieux—Hebuteme road, the 6th Division being in occupa¬ 
tion of the right, the 25tli Division of the centre, and the 
20th Division of the left of the line. The Guards Division 
thus found itself for the time being in corps reserve. The 
troops were in the Bus-les-Artois—Vauchelles-les-Authie area 
and divisional headquarters at Bus-lcs*Artois.$ 

* Sec W.D., Guards Division, Report, July, 1910. 

t See W.D., Guards Division, July, 1910, also App. 947. The 
casualties in the division from the 28th of Juno to the date when it left 
the salient amounted to 800 all ranks. 

$ See W.D., Guards Division, August, 1910, and App. 900. The 
divisional Artillery, whose relief by the 4th Divisional Artillery in the 
salient was completed a few days later than that of the infant ry, 
moved on the 1st of August to the Thievres—Autbie—St. Leger-les- 
Authie area, relieved the centre and left vroups of the 38th divi- 
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Three hundred men from the infantry of the division* 
however, were at once called for by the corps to assist the 
252nd Tunnelling Company, while two battalions—the 3rd 
Bn. Coldstream Guards and the 2nd Bn. Irish Guards—were 
also attached for work with the 20th and 25th Divisions 
respectively from the 4th of August onwards.* 

On the 8th of August, as soon as orders had been received 
for the Guards to move into the line, Major-General Feilding 
held a conference at which the work that would have to be 
done in the trenches was fully discussed. In view, too, of a 
contemplated offensive “ at some future date ” in con¬ 
junction with the 6th Division on the right, the Major- 
General impressed upon officers the importance of 
reconnaissance as soon as they went into the line. 

On the 9th of August, the day on which the Guards began 
to relieve a brigade of the 6th Division and the whole of the 
25th Division, His Majesty the King, accompanied by H.R.H. 
the Prince of Wales and the Commander-in-Chief, called upon 
the divisional commander and visited all three Guards 
brigades. The following day divisional headquarters was 
transferred to Bcrtrancourt and the relief was completed on 
the Hth. 

The Guards, with all three brigades in the line, the 1st, 
2nd, and 3rd from right to left, now held the centre of the 
XIV Corps front—-that portion of the sector of the Reserve 
Army which faced the German positions from west of Beau¬ 
mont Hamel to a point opposite Serre. They remained in 
this area until the I5th of August when certain changes in 
the distribution of the 1st and 2nd Guards Bdes. were 
rendered necessary as a preliminary to the movement south¬ 
ward of the XIV Corps.| This change of location brought 

sional Artillery, and were covering the 20th Division in the line on the 
8th of August. The battery positions were at Courcelles, east and 
south-east of Colincamps, midway between Colincamps and Hdbuterne, 
and between Sailly-au-Bois and H£buteme. The DA.C. formed at 
Coigneux a large forward dump containing 400 rounds per 18-pdr. and 
800 per howitzer. This dump was stocked in two days. See W.D’s., 
C.R.A., and D.A.C., Guards Division, August, 1916. 

* Both battalions rejoined the division on the 7th of August, 
t See p. 189. 
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the Guards Division temporarily under the orders of the V 

Corps. . „ 

Except for the activity of the British artillery and of the 
enemy’s minenivcrfer there was little incident during the 
short period spent by the division on the Anere front. 
Patrolling was carried out with great energy, and the troops 
worked hard in the improvement of their line—one piece of 
work done by the 1st Bn. Scots Guards earning a special word 
of praise from the V Corps Commander.* 


(6) The Social Life of the Division—The “ Daily 
Dump ”—Work of the Chaplains. 

During the months spent by the Guards in the area of the 
Second Army the life of the division out of the line was not 
an altogether unpleasant one. In fine weather conditions 
in the camps near Poperinghe were by no means bad and 
Poperinghe itself at that period in the war was not much 
shelled by the enemy and had its attractions for the troops. 
There was plenty of ground available for football and cricket 
and athletic sports. The rivalry between battalions and 
brigades was keen and many a hard fought game took place. 
There was a great interchange of hospitality, too, and the 
good feeling and friendship which already existed between 
officers and men of the various units in the division became 
greater and closer. 

It was during the summer of 1916 while the Guards were 
in the salient that the famous “ Daily Dump,” the “ Punch ” 
of the 2nd Guards Bde., made its first appearance. It was 
initiated by Brig.-General J. Ponsonby and for a long time 
kept in existence by him and his brigade staff.f For fifty 
consecutive nights it was regularly issued with the orders. 

* The battalion sapped out for about 180 yards to “ 16 Poplars ” 
on the Hebuteme—Puisieux road and established two posts. See 
W.D’s., Guards Division, App. 1047, and 2nd Guards Bde,, App. 41. 

t See “ Henry Dundas, Scots Guards, a Memoir,” in wliich occur 
many allusions to and quotations from this journal. The 1st Guards 
Bde. also produced a journal with the title of “ The Canal Chronicle,” 
but it appears to have had rather i* brief 
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Then for a short time it only appeared weekly. But sub¬ 
sequently it was revived as a “ daily ” and was continued as 
such for another fifty numbers, until on the 20th of June, 
1917, its editors confessed that the unpleasant conditions of 
life at Elverdinghe before the opening of the third Ypres 
offensive forced them to admit that Minerva must yield to 
Mars.* Many journals and news sheets were circulated 
among the formations and units of the British Army in France, 
but few, if any, can have equalled “ The Dump ” in length 
of existence, and it is certain that not one surpassed it in 
real humour or in literary excellence. 

The effort to give some kind of amusement to the troops 
which had been so successfully begun at La Gorgue was 
considerably developed in the Ypres area, and became an 
important feature in the life of the Guards Division. At 
Poperinghe there was a large hall near the railway station 
which had been converted into a theatre by the 6th Division 
and was capable of accommodating an audience of 1,000 
persons. This building was taken over by the divisional 
staff. A cinema was installed in it and a canteen fitted 
up. An entertainment, lasting from 2.80 to 6.80 p.m.,was 
given daily while the troops were in the salient and the hall 
was invariably crowded. It was an enormous boon to all 
ranks when they came out of the mud and squalor of the 
trenches to be able to go to a place in which they could 

* “ The ‘ Dump ’ has sunk once more to rest 
The century is past. 

Obeying Destiny’s behest, 

We make this sheet our last. 

* * * * 

Behind—in dalliance divine 
With words we mocked at Fate. 

Here, in the very foremost line, 

Wc find the strain too great. 

The calm of letters is displaced 

By War’s unruly jars 

Beaten at last—though not disgraced, 

Minerva yields to Mars. 

Pens can’t compete with H.E. shell— 

And so, dear public, fare you well.” 

See “ The Daily Dump,” No. 100, vol. 2., 
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find rest and refreshment, listen to good music and witness 
a show which was both instructive and amusing.* An 
officer, usually one of the divisional chaplains, was always 
in char ge at the hall in case it had to be cleared owing to a 
sudden bombardment by the enemy’s artillery—a by no 
means unusual interruption for theatre goers at Poperinghe. 

The cha plains naturally did their utmost to assist in the 
social life of the division, and one of them, the Rev. Sydney 
Jones, under the direction of the “ Q ” Staff, attended most 
efficiently to the material wants of the men. He always 
contrived to keep the divisional canteen well supplied with 
every kind of food and tobacco, even at times when other 
divisions were running short of such things. His business 
acumen was also great, and the large profits winch resulted 
from his management of the canteen were distributed among 
the units of the division for the provision of athletic requisites 
and prizes. 

The Guards were fortunate in their chaplains of all 
denominations. They worked together with the utmost 
cordiality and friendliness. Both in the field and behind the 
line they carried out their multifarious duties with energy 
and devotion. - ) - When the division was engaged in an 

* In addition to the cinema entertainment, the bands of the various 
Guards regiments, which came out in turn to France, gave many 
excellent concerts. Colonel Mackenzie Rogan of the Coldstream Guards 
band added to the success of these concerts by bringing with him a 
giant gramophone with a trumpet attachment which enabled songs by 
Melba, Caruso, Clara Butt and others to be heard all over the Hall. 

The Guards never had a divisional Concert Party. But this 
omission was made good by the 3rd Bn. Coldstream Guards which in 
1910, with the approval and encouragement of its commanding officer. 
Lieut.-Colonel R. B. Crawford, formed an admirable theatrical company 
known as the “ Lilywhites.” The players in this troupe, who were 
all officers, warrant officers, non-commissioned officers and men of the 
battalion, unlike the members of most other such parties in the B.E.F.. 
were not struck off the strength. They performed their ordinary mili tary 
duties and gave their spare time to the task of entertaining then 
comrades. The “ Lilywhites ” continued in existence until the Guards 
returned to England. . 

t ** At the beginning of the war many commanding officers thought 
that the chief duty of a padre was to bury the dead, but they soon 
came to realize their value when they found that they were men as well 
as chaplains. At first the chaplains in the Guards Division used tc 
live with the Field Ambulances, but they soon came to live - with the 
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offensive operation two of the Church of England chaplains 
were always sent to the main dressing station to help with the 
wounded as they came in and one to the advanced dressing 
station. The remaining chaplains were with the attacking or 
supporting battalions. They followed the infantry as soon 
as possible after the assault had been delivered and helped 
the stretcher-bearer parties to find and succour the wounded 
and dying.* In other ways, too, the chaplains were often 
useful while the troops were in the front line. They could 
carry messages and act as guides, and there is more than one 
case on record in which a chaplain proved himself of value 
in an emergency. 

There can be no doubt of the wonderful influence which 
their priests had upon the Roman Catholics : it is only neces¬ 
sary to read Mr. Kipling’s story of the Irish Guards to 
appreciate what men like Fathers Gwynne and Knapp did 
for their respective battalions.f It is naturally less easy to 
estimate the spiritual influence exercised by the chaplains of 
the Church of England and the Non-Conformist ministers. 


battalions and used to go up with them to the line and be with them 
wherever they were. ... It was sometimes difficult to persuade a 
commanding officer to take a chaplain into his battalion, but, so long 
as the chaplain was of the right stuff, a commanding officer when he 
had once got him was only too anxious not to lose him.” Extract 
from a note supplied by one of the divisional chaplains. 

* The following note addressed by Major-General Feilding to the 
Rev. Pat McCormick, Senior Chaplain of the division, after the fighting 
on the Somme in 1916, gives some idea of the work done by the chaplains 
on the field of battle :—“ I am very glad to have your reports on the 
work of the chaplains during the fighting that took place on 
September 15th-25th. From all sources I have heard the same story 
that the chaplains were doing everything that was possible in comforting 
the dying and helping the wounded. They themselves were exposing 
themselves continuously to the hottest shell fire helping to find and 
collect the wounded. And what I think is perhaps grander, they 
were doing it not to get for themselves merit or honour, but because 
it was their duty. I am told on all sides that Rogers, Hubbard, 
Llewellyn, Jones and Crawley were especially splendid. I feel sure 
from all I heard that Head was also amongst those who were most 
conspicuous. I cannot thank the chaplains too much for all tha 
they did." 

f Both these priests were killed. The only chaplain of the Church 
of England who was killed with the Guards Division was the Rev. 
TC. Gibhs. 
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But there is no doubt that the earnestness, unselfishness and 
sincerity of most of the padres had a great effect upon both 
officers and men. If ministers of religion sometimes failed to 
seize their opportunity in the war, this was certainly not the 
case in the Guards Division.* 

* Mr. Stephen Graham in his book “ A Private in the Guards ” 
speaks somewhat disparagingly of the divisional chaplains. He formed 
an impression, presumably as a result of his experiences with the 
Guards that “ in the war Chaplains 1 work had failed.” But it should 
be remembered that this writer’s experience at the front was of short 
duration and somewhat limited in scope. Had he himself been an eye- 
witness of the work actually done by many of tire padres—at Loos, 
on the Somme, at Ypres, at Cambrai—had he seen with his own eyes 
their calm courage and unswerving devotion to duty in the most trying 
conditions, he would, in common fairness to very gallant gentlemen, 
have told a different tale. And had he been present at any Service 
held before an attack, he would scarcely have ventured to suggest that 
they had failed in their principal duty as ministers of religion. 



CHAPTER VI 


THE OPERATIONS ON THE SOMME—THE BATTLES OP 
PLERS-COURCELETTE AND MORVAL, SEPTEMBER, 1910. 

(1) Objects op the Allies in the Battle of the Somme 
—Scope of the Operations—Nature of the Terrain, 

The battles of the Somme, 1st of July—18th of November, 
1916, were fought with three main objects in view:—(1) to 
relieve the pressure upon Verdun where the French Army 
was being “ bled white ” j (2) to assist the Allied Armies in 
the other theatres of war by preventing any further trans¬ 
ference of German troops from the Western Front j * and 
(3) to wear down the strength of the enemy’s forces in France 
and Belgium. 

The original scheme of operations for the summer of 1916, 
drawn up and agreed upon by General Joffre and Sir Douglas 
Haig, had been designed upon a far more ambitious scale 
than the offensive which actually took place.j* The German 
attack upon Verdun in February, 1910, completely upset 
the Allied programme, the drain made upon the resources 
of the French Army in its magnificent defence of that town 
being so great that it was incapable of taking the share 
assigned to it in the summer offensive. The battle, therefore, 
which had been intended as “ a supreme French stroke for 
a decision,” had to be transformed into u a British battle of 

* The Austrian offensive in the Trcntino during the month of 
May led the Russians to embark upon an offensive in Galioia early 
in June. It was urgently necessary, therefore, for the Allies in Prance, 
more especially in view of the political situation in Russia, to do all 
that they could to pin down the Germans in the Western theatre of 
operations. 

t See " Sir Douglas Haig’s Despatches,” p. 20. 

13ft, 
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attrition ” and gave the British Army for the first time the 
do min ant role in the Allied operations in the principal theatre 
of war.” * 

The German defensive positions in the area in which the 
Allied advance was to take place had been carefully chosen 
and sited.f They lay along the succession of undulating 
ridges and spurs which form the watershed between the 
Somme and the rivers of south-western Belgium. Incessant 
labour throughout the winter of 1915 and the spring of 1910 
had covered the whole of the countryside lying north and 
south of Albert on the German side of the line—from north 
of the Ancre to south of the Somme—with an intricate series 
of deeply dug trenches which stretched eastward as far as 
Bapaume and Peronne.f 

Between these organized trench systems § every village 
and every point of tactical vantage, every wood and every pit 
or quarry, had been put into a state of defence, so that no 
line of approach towards the enemy’s positions was not 
effectively covered, and usually enfiladed, by artillery and 

* See “ Sir Douglas Haig’s Command,” vol. i. p. 86. 

f The first of these organized systems of defence opposite the 
British front extended from the village of Curlu on the right bank of 
the Somme northward for about 3,000 yards to a point a little to the 
east of Maricourt Wood, thence west and north for another 7,000 yards 
to the Ancre. North of this latter river the German line jutted west¬ 
ward at Beaumont Hamel and then ran northward again to Ilfibuterne 
and Gommecourt. 

f “ During nearly two years’ preparation he (the enemy) had spared 
no pains to render these defences impregnable. The first and second 
systems each consisted of several lines ox deep trenches, well provided 
with bomb-proof shelters and with numerous communication trenches 
connecting them. The front of the trenches in each system was pro¬ 
tected by wire entanglements, many of them in two belts forty yards 
broad, built of Iron stakes interlaced with barbed wire, often almost 
as thick as a man’s finger.” See “ Sir Douglas Haig’s Despatches,” 
p. 22. 

§ The enemy’s second main line of defence was at a distance, 
varying from 3,000 to 5,000 yards according to the nature of the country, 
in rear of the front line system. It lay along the southern crest of 
the ridge, which formed the highest portion of the watershed from 
north of Pcronne through Combles, Longueval, Bazentin-Ie-Grand, 
Pozidres, east of Thiepval and thence northward through Grandeourt 
to the high ground east of Gommecourt. In rear of this line there were 
at least three other lines either constructed or in course of construction 
when the battle be*»an. 
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machine-gun fire. The enemy’s defences, therefore, against 
which the British and French troops were now called upon 
to advance formed, to quote the words of Sir Douglas Haig, 
“ not merely a series of successive lines, but one composite 
system of enormous depth and strength.” * 


(2) Opening of the Allied Attack on the 1st of July— 
Progress of the Advance to the Middle of September. 

The initial assault in the battle of the Somme was launched 
on the 1st of July. The Fourth Army (General Sir Henry 
Rawlinson) attacked on a front of about 10 miles extending 
from Maricourt in the south, round the German salient just 
south of Fricourt, northward to the river Ancre a little to the 
west of St. Pierre Divion and north of the Ancre as far as 
Serre, in cooperation with the French under the command of 
General Foch operating on a front of about 8 miles on both 
sides of the river Somme. A subsidiary British attack by 
the Third Army (General Sir E. H. Allenby) was also made 
the same day on a front of about 5 miles on both sides of the 
German salient at Gommecourt.f 

The results of the first day’s operations were such as to 

* See “ Sir Douglas Haig’s Despatches,” p. 23. “ The numerous 
woods and villages In and between these systems of defence had been 
turned into veritable fortresses. The deep cellars usually to be found 
in the villages, and the numerous pits and quarries common to a chalk 
country, were used to provide cover for machine guns and trench 
mortars. The existing cellars were supplemented by elaborate dug- 
outs, sometimes in two storeys, and these were connected up by passages 
as much as thirty feet below the surface of the ground. Tire salients 
in the enemy’s line, from which he could bring enfilade fire across his 
front, were made into self-contained forts, and often protected by 
mine fields ; while strong redoubts and concrete machine-gun emplace¬ 
ments had been constructed in positions from which he could sweep 
his own trenches should these be taken. The ground lent itself to good 
artillery observation on the enemy’s part, and he had skilfully arranged 
for cross Utb by his guns.” Jb. p. 22, _ 

t In the attack on the 1st of July Sir Douglas Haig had 18 divisions 
in the front line, and 6 divisions in close reserve, 2 of which came into 
action that day. The French employed 5 divisions, In the original 
scheme of operations it had been intended to use 89 French divisions on 
a front of 80 miles. This gives some idea of the change which the German 
attack upon Verdun made in the Allied plans. 
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determine the British Commander-in-Chief to press forward 
his attack between the Franco-British junction and “ a point 
half way between La Boisselle and Contalmaison, and to 
limit the offensive on our left to a slow and methodical 
advance.” * 

For the next fortnight the British troops slowly forged 
their way forward through the enemy’s defensive positions 
in spite of a stubborn resistance on the pait of the Germans, 
and, by the end of the first phase of the battle on the 17tli of 
July, they had succeeded in establishing their line from a 
point just west of Hardecourt-aux-Bois, where touch was 
maintained with the French, northward along the eastern 
edge of Trdnes Wood to Longueval; whence the front bent 
westward past Bazentin-le-Grand to the northern corner of 
Bazentin-le-Petit round Bazentin-lc-Petit Wood past the 
southern face of Pozi&res to a point a little to the north of 
Ovillers la Boisselle. f 

In the second phase of the battle, which extended from 
the latter part of July to the end of the second week in 
September, the main struggle raged for the possession of the 
high ground lying between Delville Wood and the Somme, 
whilst a vigorous pressure had also to be maintained on the 
remainder of the front in order to strengthen the British 
positions on the Ancre and to secure the hold which had 
already been gained on the main ridge west of Delville Wood. 
By dint of the most determined fighting the British and 
French troops pushed back the enemy, who obstinately 
contested every inch of the ground, with the result that by 
the 12th of September, the British line ran from about 
2,000 yards south-west of Combles along the eastern edge of 
Leuze Wood, round the eastern sides of Ginchy and Delville 
Wood, and thence westward skirting High Wood and north 
of Pozitires. On the right the French had also made con- 

* See “Sir Douglas Haig’s Despatches,” p. 26. In order to 
enable Sir Henry Rawlinson “ to concentrate his attention on the portion 
of the front where the attack was to be pushed home,” the British 
Commander-in-Chief now placed the conduct of the operations between 
La Boisselle and Serre under the command of General Hubert Gough 
to whom he gave the two northern corps of the Fourth Army. 

t See “ Sir Douglas Haig’s Despatches;” pp. 31, 82. 
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siderable progress, having reached a line running approxi¬ 
mately from C14ry-sur-Somme northward to lc Forest and a 
point just south of Comblcs.* 

(3) The XIV Cobps transferred to the Fourth Army— 
Situation on the Fourth Army Front—Prepara¬ 
tions FOR THE ATTACK ON THE MORVAL—LESBCEUFS — 

Gueudecourt Line by the Guards Division. 

About the middle of August the XIV Corps was moved to 
the Fourth Army area south of the Ancre in order to replace 
the XIII Corps on the battle front between Longueval and 
Combles. Lord Cavan f established his headquarters at 
Etinghem near Bray-sur-Somme on the 16th of August and 
the southern movement of his divisions began soon after¬ 
wards, the 20th Division being the first to leave the northern 
area. 

The movement of the Guards Division to the area of the 
Fourth Army began on the 19th of August. On that day the 
3rd Guards Bde. moved to Bus-les-Artois. The following 
day the 1st Guards Bde. moved into Bois de Wamimont, 
while the 3rd Guards Bde. reached Vauehelles and Sarton. 
On the 21st, the 2nd Guards Bde. moved to Bus-les-Artois, 
where Major-General Feilding established his headquarters. 

During the next few days the Guards continued their 
journey southward, the troops moving partly by road and 
partly by rail according to a pre-arranged time-table which 
worked without a hitch of any description. On the 25th of 
August the division rejoined the XIV Corps. $ On that day 
divisional headquarters was opened at Treux; the 1st Guards 
Bde. was at M^aulte; the 2nd at Morlancourt; and the 3rd 
at Vignacourt.§ 

* See “ Sir Douglas Haig’s Despatches,” p. 80. 

f Lord Cavan was obliged about this time to go into hospital for 
a few weeks. During his absence the XIV Corps was commanded 
by Lieut.-General Morland, G.O.C. the X Corps. 

J The divisional Artillery rejoined the division on the 1st of 
September and was billetted in Sailly-le-Sec and Vatuc. 

§ After relieving the XIII Corps, the XIV Corps was composed 
of the following divisionsthe Guards, 5th, 6th, 18th, 20th and 
56th. The last-named division joined the corns on the 1st of 
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The Guards reached their new destination, therefore, at 
the time when the troops of the Fourth Army were still 
endeavouring to break their way through the enemy’s defences 
at Guillemont and in its vicinity. The capture of this village 
and of Falfemont Farm south-east of it was achieved by the 
XIV Corps in the course of operations which extended from 
the 3rd to the 5th of September—operations in which the 
Guards were not called upon to take part.* 

For the ten days following its arrival in the Treux area 
the division remained in corps reserve and the opportunity 
was utilized to give the troops as much training as was 
possible for the hard work in store for them. Every phase 
in an attack upon the enemy’s prepared positions was 
rehearsed by the various battalions in conditions which were 
made as realistic as circumstances would allow. Every 
detail of the equipment and arms to be carried by the figh ti ng 
troops was carefully studied and decided upon.f The actual 
training of their battalions was of course left entirely to the 
commanding officers, but Major-General Feilding and his 
brigadiers were generally present at these attack practices 
and exercised a close supervision over all the work done. 
In this way a uniformity of tactical doctrine was established 
throughout the division which was to prove of great value 
in the confused fighting in which the Guards were so soon to 
be engaged4 

In view of the difficulties which he anticipated with regard 
to the maintenance of communications in the forward area, 
Major-General Feilding instituted special signalling courses 

September. The 6th Division did not reach the area of the XXV 
Corps until the 7th of that month. 

* The capture of these strongly fortiiled positions, together with 
Leuze Wood and the south-eastern portion of Delvillc Wood, broke 
down a barrier which had delayed the British advance for seven weeks. 

t A special parade for this purpose was held on the 3rd of September, 
a detachment from each Guards brigade carrying out an attack practice. 
Different *' fighting orders ” were worn by the leading and rear waves. 
W.D., Guards Division, September, 1016, App. 1063, 

X A conference, attended by the staffs of the Guards brigades, 
C.R.E., etc., was held at divisional headquarters on the 28th of August, 
when tlie probable task of the division was outlined and the methods 
of carrying it out were discussed and settled. Sec W.D., 2nd Guards 
Bde., Apn, (unnumbered). 
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in each Guards brigade. All forms of visual signalling were 
assiduously practised and eight additional runners were 
trained in each battalion.* The divisional Signal Company 
was also instructed to carry forward a single trunk system 
to the most advanced point possible rather than to endeavour 
to set up and maintain independent lines to the various units 
engaged in the battle.f The Major-General came to this 
decision because he felt that one main line on which the whole 
of the energies of the divisional Signal Company could be 
concentrated, would be easier to keep in working order, and 
consequently more reliable, than numerous lines the satis¬ 
factory maintenance of which, in conditions such as existed 
on the Somme, was beyond the powers of the signallers 
available.^ On the 3rd of September § a conference was held 
at divisional headquarters at which Major-General Feilding 
indicated to his brigadiers and commanding officers the 

* Twenty-seven men from each brigade were also instructed in the 
handling of pigeons. See W.D., Guards Division, September, 1010. 

f All lines worked well during the attack on the 15th of September, 
although the necessary equipment was hard to procure. The bad state 
of the roads made the use of despatch riders in the forward area 
impossible. Cavalry messengers were, therefore, used. The contact 
aeroplanes and pigeons both did satisfactory service. See W.D., 
Guards Divisional Signal Company, September, 1916. 

% Only one casualty occurred in the division during this period of 
training. Second-Lieutenant C. de L. Leach, 1st Bn. Scots Guards, 
was mortally wounded whilst examining bombs at Morlancourt and 
was awarded the Albert Medal in Gold as a posthumous recognition of 
his conspicuous gallantry. The following are the terms of the award:— 
“ In France on September 3rd, 1916, Second-Lieutenant Leach was 
detonating bombs in buildings in which two non-commissioned officers 
were also at work when the fuze of one of the bombs ignited. Shouting 
a warning he made for the door, carrying the bomb pressed dose 
to his body, but on reaching the door he found a party of men assembling 
for church parade, so that he could not throw the bomb away without 
exposing them to grave danger. He continued, therefore, to press the 
bomb to his body till it exploded and mortally wounded him, Second- 
Lieutenant Leach might easily have saved his life by throwing the bomb 
away, or dropping it on the ground, and seeking shelter, but dther 
course would have endangered the lives of those in or around the 
building. He sacrificed bis own life to save the lives of others.” See 
also W.D., 1st Bn. Scots Guards, September, 1916. 

This is the first instance of an officer of the Brigade of Guards being 
awarded this much prized decoration. 

§ See W.D., Guards Division, September, 1916, App. 1069. 
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intentions of the XIV Corps commander in the next advance 
of the Fourth Army which was provisionally fixed for the 
15th of September. The general idea was that, so soon as 
the line Leuze Wood—Ginchy had been definitely secured, 
the Guards and the 6th and 56 th Divisions should attack 
the enemy’s positions between Ginchy and Flcrs, in order to 
gain possession of the line Morval—Lesboeufs—Gueudecourt, 
in conjunction with a French advance on the right.* 

Two Guards brigades were to be employed in the initial 
attack with the third in divisional reserve. The advance 
would have to take place on a narrow front of probably not 
more than 1,000 yards. The exact tactical formations to be 
adopted in the coming offensive were discussed at some 
length at this conference as in view of the narrowness of the 
front and the open nature of the country it was clear that the 
troops would be terribly exposed to the enemy’s artillery 
fire. Major-General Feilding eventually decided, with the 
general approval of those present, that the attacking brigades 
should advance with a maximum number of men in the front 
ranks and in as little depth as possible in the hope that they 
would thus escape the German artillery barrage which was 
certain to be laid down as soon as the assault had been 
launched. The brigade in reserve was to move forward as 
closely as possible on the heels of the leading brigades and 
its commander was told to seize the most favourable oppor¬ 
tunity for passing through the barrage and to keep his troops 
in hand as long as he could. 

* “ The general plan of the combined Allied atlack which was 
opened on the 15th September was to pivot on the high ground south 
of the Ancre and north of the Albert—Bapaume road, while the Fourth 
Army devoted its whole effort to the rearmost of the enemy’s original 
systems of defence between Morval and Le Sats. Should our success 
in this direction warrant it, I made arrangements to enable me to extend 
the left of the attack to embraoe the villages of Martinpuich and 
Courcelette. As soon as our advance on this front had readied the 
Morval line, the time would have arrived to bring forward my left 
across the Thiepval Ridge. Meanwhile on my right our Allies arranged 
to continue the line of advance, in close cooperation with me, from the 
Somme to the slopes above Combles; but directing their main effort 
northwards against the villages of Rancourt and FrSgieourt, so as to 
complete the isolation of Combles and open the way for their attack 
upon Sailly-Saillisel.” See “ Sir Douglas Haig’s Despatches,” p. 41. 
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(4) The 3rd Guards Brigade relieves the 47th and 
48th Infantry Bdes. in the Line at Ginchy, 9th- 
10th of September—German Counter-attacks in 
the Neighbourhood of Ginchy—Attempt to capture 
the “ Quadrilateral ”—Inter-brigade Relief on 
the Guards Divisional Front. 

On the 8th of September Brig.-General Corkran, 3rd 
Guards Bde., established his headquarters at Camoy, the 
road between which village and Wedge Wood his troops 
were engaged in repairing. The following day, in the 
evening about 7 o’clock, he received orders to relieve the 47th 
and 48th Infantry Bdes. which had suffered severely during 
the day in an attack upon Ginchy and the “ Quadrilateral,” 
a strongly fortified defensive work on the Ginchy—Morval 
road.* 

The 3rd Guards Bde. with the 8rd Guards Bde. Machine- 
Gun Company f accordingly moved forward from Carnoy 
at 8 p.m., the 4th Bn. Grenadier Guards being ordered to 
relieve the 47th Infantry Bde., and the 1st Bn. Welsh Guards, 
the 48th Infantry Bde.$ The 1st Bn. Grenadier Guards 
moved to Bemafay Wood in support of the two leading 

* In order to facilitate the arrangements for the intended attack 
upon the Gueudecourt—Lesbceufs—Morval line, it was considered 
advisable first to gain possession of Ginchy. With this object in view, 
therefore, an attack was launched in the afternoon of the 0th of 
September by the 16th Division which had relieved the 20th Division 
in the line on the 4th of September. The 48th Infantry Bde. carried 
Ginchy by assault and advanced through the village to some trendies 
on its north-eastern outskirts. The 47th Infantry Bde. was not 
equally successful, for, after losing many men, it found its advance 
checked in front of the “ Quadrilateral.” On the right of the 47th 
Infantry Bde. the 167th Infantry Bde. (S6th Division) succeeded in 
forcing its way into Bouleaux Wood, but then could make no farther 
progress owing to the fact that its left flank was uncovered as a result 
of the failure of the 47th Infantry Bde. to reach its objective. 

f For a summary of the work of the machine-gun companies in the 
operations on the Somme, see p. 177. 

$ On coming into the line these two battalions were under the orders 
of the 16th Division. Major-General Feildina took over the command 
of the sector at 10 a.m., 10th of September, when his headquarters was 
opened at Minden Post. See W.D., Guards Division, September, 1916. 

VOT 1. T 
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battalions, while the 2nd Bn. Scots Guards remained in the 
Camoy area in brigade reserve. 

The 4th Bn. Grenadier Guards had no little difficulty in 
finding the positions occupied by the units of the 47th 
Infantry Bde., which lay a little to the south-east of Ginchy 
south of the “ Quadrilateral,” and it was not until 5 a.m. 
on the 10th of September that the relief was completed.* 
The situation on this part of the front at that period in the 
day was decidedly obscure, and it was some time before 
Lord Henry Seymour could get into touch with his various 
companies. The trenches in which the Grenadiers found 
themselves were broken and disconnected, and were filled 
with the dead and wounded of the 47th Infantry Bde. 
Throughout the day every effort was made to improve the 
line, but the troops were exposed to the persistent fire of the 
enemy’s artillery and suffered a good many casualties. 

On the left the Welsh Guards on the outskirts of Ginchy 
were in an even more uncomfortable position. The relief of 
the 48th Infantry Bde. was completed about 8.80 a.m.; 
but Lieut.-Colonel Murray-Threipland then found that he 
was not in touch with the Grenadiers on his right and for a 
time his battalion was in a precarious position, as the Germans 
made a vigorous counter-attack almost immediately after 
it took over the line and drove back the Prince of Wales’s 
Company which was trying to gain touch with the 4th Bn. 
Grenadier Guards. The situation was a dangerous one until, 
in response to a request by Lieut.-Colonel Murray-Threipland 
for reinforcements, Brig.-General Corkran sent forward a 
company of the 1st Bn. Grenadier Guards, under the command 
of Captain E. N. Vaughan, to the assistance of the Welsh 
Guards. The Grenadiers held the right flank while the 
Welsh Guards reorganized, and subsequently some of the 
lost ground was regained and the line re-established north 
of Ginchy.f 

* See “ The Grenadier Guards in the Great War,” vol. ii. pp. 128, 

120 . 

f See “ History of the Welsh Guards," pp. 114-119. In this 
engagement at Ginchy the 1st Bn. Welsh Guards lost 10 officers and 195 
other ranks, killed, wounded or missing. See W.D., 1st Bn. Welsh 
Guards, September, 1917. 
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During the night of the 11th, the Welsh Guards were 
relieved and withdrew to Bernafay Wood. The front which 
they had occupied was then divided into two sectors—one 
being held by the 1st Bn. Grenadier Guards, the other by the 
2nd Bn. Scots Guards. On the right of this brigade front 
the troops of the 6 th Division relieved the 4th Bn. Grenadier 
Guards which was withdrawn to Happy Valley Camp near 
Fricourt. The line of the Guards Division was then held 
by the 3rd Guards Bde. with the 1st Bn. Grenadier Guards 
and the 2nd Bn. Scots Guards from right to left. 

In the early hours of the morning of the 12th, a gallant 
attempt was made by a company of the 1st Bn, Grenadier 
Guards, under the command of Captain A. C. Graham,* to 
bomb its way across the gap in the line south-east of Ginchy 
and to attack the southern end of the “ Quadrilateral.” 
This attempt, and also a subsequent one carried out later in 
the morning in conjunction with troops of the 50th Division 
moving forward from Bouleaux Wood, ended in failure owing 
to the intensity of the enemy’s machine-gun fire.f 

During the night of the 12th-18th of September the 
3rd Guards Bde. was relieved in the line by the 1st Guards 
Bde. and the 2nd Guards Bde., and moved back to Happy 
Valley Camp where it remained until the 14th when it 
advanced to Trfines Wood in support of the forthcoming 
attack by the two other brigades. 

(5) The 1st and 2nd Guards Bdes. in the Line—Prepaba- 
tions and Dispositions eor the Attack op the 15th 
oe September. 

The front of the Guards Division was now held by the 
two brigades which were to carry out the attack on the 
Gueudecourt—Lesbceufs—Morval line. The 2nd Guards 
Bde., with its headquarters in Dummy trench west of Tr&nes 
Wood, held the right, and the 1st Guards Bde., with its 
headquarters in Bernafay Wood, the left of the line. 

* Captain Graham was killed by a shell in the afternoon. See 
W.D., 1st Bn. Grenadier Guards, September, 1916. 

f See “ The Grenadier Guards in the Great War,” vol. li. pp. 118, 

1U 
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The 15th of September was fixed as the date of the 
attack. The XIV Corps, as already arranged, was to advance 
with three divisions in the line—the 56th Division on the 
right, the 6th Division in the centre, and the Guards on the 
left* 

Pour objectives were assigned to the Guards Division.^ 
The first of these—the “ green line ”—lay about 1,000 yards 
to the north and north-east of Ginchy, and ran in a south¬ 
easterly direction from a point just south-east of the Ginchy— 
Gueudecourt road to a point beyond the German defensive 
work known as the “ Triangle.” The second objective— 
the “ brown line ”—the capture of which was to be effected 
by the left attacking brigade while the brigade on the right 
held firm, ran almost due north from the “ green line ” for 
about 500 yards and then swung westward towards the 
Ginchy—Gueudecourt road. The “ blue line ”—the third 
objective—-which was from 800 to 1,000 yards east of the 
" brown line,” ran from a point on the Flers—Lcsbceufs 
road about 800 yards north-west of Lesboeufs in a southerly 
direction in front of that village. The fourth objective—the 
“ red line ”—lay just east of Lesboeufs. 

The boundary line between the Guards Division and the 
14th Division (XV Corps) on its left ran from the junction 
of the Ginchy—Piers and the Ginchy—Gueudecourt roads, 
a little to the north of Ginchy, along the latter road for about 
800 yards, and thence in a north-easterly direction towards 
Lesboeufs. On the right flank the boundary line between 
the Guards and the 6th Division was about 500 yards south 
of the Ginchy—Lesboeufs road. Each Guards brigade had 
to move forward on a front approximately of about 500 
yards. The attack was to be preceded by an artillery 
bombardment which was to begin on the 12th of September 
and to be carried on daily from 6 a.m. to 6 p.m, until zero 
hour on the 15th 4 Half the available artillery was to be 
employed in firing a creeping barrage to cover the advance 

* See Map facing p. 184. 

t The 5th Division was to be kept in XIV Corps reserve and the 
20th Division in General Reserve. 

1 Night firing was to continue from the 12th to the 14th inclusive. 
See W.D., C.R.A., Guards Division, September, 1016. 
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of the infantry,* * * § and the other half was to put down a 
stationary barrage which w r as to be lifted back as soon as the 
creeping barrage got level with it. The creeping barrage 
was to open 100 yards in front of the starting off line of the 
infantry and was to be carried forward at the rate of 50 yards 
a minute until it reached a line 200 yards in front of the first 
objective when it was to be made stationary.f 

Nine tanks were detailed to cooperate with the Guards, 
the day marking the first appearance of this new engine of 
warfare on the field of battle.^ Very careful instructions 
were laid down for their employment. 

The attacking troops were instructed on no account to 
wait for them as it was not expected that they would ex¬ 
ceed the pace of 15 yards a minute over heavily shelled 
ground. 

The Cavalry Corps was to be disposed in depth by 10 a.m. 
on the 15th of September, with its head at Carnoy, ready so 
soon as the infantry had reached its final objectives, to move 
forward and seize the high ground Rocquigny-~Villers-au- 
Flos—Riencourt-les-Bapaume—Bapaume.§ 

On the 13th of September the troops of the two attacking 
Guards brigades were disposed as follows:—in the right 
sector of the divisional front held by the 2nd Guards Bde. 
Brig.-General Ponsonby had the 2nd Bn. Irish Guards || 
in the front line, with the 1st Bn. Scots Guards in support. 
The 3rd Bn. Grenadier Guards and the 1st Bn. Coldstream 

* See Guards Divisional Artillery Operation Order, No. 49. 

t Gaps of 100 yards in •width were to be left in the creeping barrage 
to allow of the forward movement of the tanks to the first and second 
objectives. The advance to the third and subsequent objectives was 
to be led by the tanks preceded by a barrage. The infantry was to 
follow without any covering barrage. See “ Instructions for employ¬ 
ment of tanks” to accompany Guards Division Order, No. 75, 
Appendix IV. 

$ The number of tanks was subsequently increased to ten. See 
Supplementary Instructions attached to Guards Division Order 
No. 75. 

§ See Guards Division Order No. 76, Appendix IV. 

|| Major Roeke took over the command of the battalion on the 
11th of September when Lieut.-Colonel Reid was placed on the sick 
list owing to trench fever. See W.D., 2nd Bn. Irish Guards, September, 
1916 . 



148 THE OPERATIONS ON THE SOMME 


Guards remained in brigade reserve.* In the left sector, 
held by the 1st Guards Bde., Brig.-General Pereira had the 
2nd Bn. Grenadier Guards in the front line with the 1st 
Bn. Irish Guards in support in TrGncs Wood. The 2nd 
and 3rd Bns. Coldstream Guards, which were to cany out 
the attack on the 15th, remained at Carnoy. 


(6) Events or the 13th and 14th op September—Assembly 
op the Guards Battalions por the attack. 

In the morning of the 13th of September Major-General 
Feilding held a conference at divisional headquarters at which 
he gave his final instructions to his brigadiers and com¬ 
manding officers. He emphasized the great importance 
before the main attack was launched of driving the Germans 
out of any trenches they might be occupying on the north¬ 
eastern outskirts of Ginchy, pointing out that any opposition 
from this quarter at the outset of the day’s fighting on the 
15th of September might hamper the whole operation and 
would assuredly lead to many additional casualties.j- 

The two particular places just north-east of Ginchy— 
the possession of which by the enemy appeared to the Major- 
General to be of most consequence—had been cleared of 
Germans before the 2nd Bn. Irish Guards and the 2nd Bn. 
Grenadier Guards took over the line; but, in order to gain 
more ground for the launching of the attack on the right of 
the Guards, it was thought advisable to take possession of a 

* These two battalions were to carry out the attack on the 15th 
of September. 

f So much convinced was tlic Major-General of the necessity of 
clearing up the situation on the immediate front of each of the Guards 
brigades before the attack began that in the afternoon of the 18th he 
wrote to the two brigadiers instructing them to seize and consolidate 
any trenches in close proximity to their lines which might be held by 
the enemy. He also laid stress upon the importance of settling the 
forming up places of battalions that night so that nothing might be 
left to chance. “ This is perhaps the greatest battle that has ever 
been fought. The Guards Division has been specially selected for the 
operation—the eyes of the whole of England will be watching us and 
I have absolute confidence that we shall live up to our roputation; 
but we must start without initial difficulties,” See W.D., Guards 
Division, App. 1H9. 
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trench east of Ginchy which actually formed part of the 
“ Quadrilateral.” The G.O.C., the 6th Division, organized 
an artillery bombardment of this trench, and a company of 
the 2nd Bn. Irish Guards was then ordered to cooperate 
with troops of the 71st Infantry Bde. in an attack upon 
it on the night of the 18th of September. This attack 
appears to have been hurriedly and inadequately organized, 
and it ended in failure. The wire-cutting by the artillery 
had been ineffective and the company of Irish Guards was 
mown down by rifle and machine-gun fire, only thirty 
survivors returning to the British line.* * * § The attack of the 
71st Infantry Bde. was equally unsuccessful.! 

During the night of the 18th-14th of September the 
2nd Bn. Grenadier Guards advancing along the Ginchy— 
Piers road drove the enemy out of the orchard about 400 
yards north of Ginchy. Here the Grenadiers dug themselves 
in as they were unable to make any more progress.^ ^ 

The 14th of September passed uneventfully.§ Divisional 
headquarters was moved forward to Bemafay Wood and the 
brigadiers and commanding officers were busily employed in 
making their final arrangements for the attack the following 
day. It was laid down || that the assaulting battalions 
should advance in four successive waves with a frontage of 
four platoons, the men being in single file in columns of half 
companies, and the platoons 500 yards apart. Two machine 
guns were to accompany each of the leading battalions and 

* See W.D.j 2nd Bn. Irish Guards, September, 1916. 

t See “ The Irish Guards in the Great War,” vol, ii. pp. 98, 99. 
“ I attribute the failure of the attack to the feebleness of the barrage 
which preceded it. The trench which No. 2 Company had to attack 
was full of the enemy, who shot at their ease over the parapet supported 
by machine guns. The men behaved with great gallantry, and only 
stopped when ordered to do so.” Extract from the report of Major 
C. A. Rocke, commanding 2nd Bn. Irish Guards. 

f This small advance cost the battalion 100 casualties. See W.D., 
2nd Bn. Grenadier Guards, Narrative, 18th of September, 1916. 

§ The 2nd Bn. Grenadier Guards record that their trenches were 
bombarded all day and much knocked about before they handed, over 
to the assaulting battalions. See Narrative in the battalion War 
Diary. On the right the 2nd Bn. Irish Guards records a quiet day. 
See W.D., 2nd Bn. Irish. Guards, September, 1616. 

|| See W.D., 2nd Guards Bde. O.O. No, 129/G, shows formations. 
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four were to move forward with each supporting battalion. 
Three more machine guns were to follow in rear with a 
Stokes mortar on each flanlc. 

Dur ing the night of the 14th-15th of September the 
troops of the Guards Division went into their respective 
positions of assembly.* The night was a cold one and the 
men suffered a good deal from the exposure, but there were 
singularly few casualties from the enemy’s artillery and 
machine-gun fire. This immunity was largely due to the 
skill with which the various commanding officers avoided as 
much as possible the areas which were usually bombarded 
by the enemy’s gunners. The almost invariable uniformity 
of the Germans’ artillery programme during the war was 
often exceedingly helpful to their opponents. 

On the right, on the front of the 2nd Guards Bde., the 
3rd Bn. Grenadier Guards and the 1st Bn. Coldstream Guards 
took over the line from the 1st Bn. Scots Guards and the 
2nd Bn. Irish Guards. The trenches now occupied by the 
Grenadiers ran about 800 yards east of Ginchy, those of the 
Coldstream on their left being astride the Ginchy—Lesboeufs 
road. The Scots Guards remained in rear of the Grenadiers 
and the Irish Guards in rear of the Coldstream. The front 
of the 6th Division, on the right of the 2nd Guards Bde., 
ran in a south-easterly direction along the Ginchy—Combles 
road about 300 yards behind the right flank of the 1st Bn, 
Scots Guards. 

On the front of the 1st Guards Bde. the 2nd and 3rd Bns. 
Coldstream Guards, on the right and left of the line re¬ 
spectively, relieved the 2nd Bn. Grenadier Guards and the 1st 
Bn. Irish Guards.f The starting off position of the 2nd Bn. 
Coldstream Guards was in the orchard recently captured by 
the 2nd Bn. Grenadier Guards, while that of its sister battalion 
was a little farther to the left facing in a north-westerly 

* The divisional front was about 1,200 yards in length. There 
was no front trench system to accommodate this assembly of troops, 
and the various positions were indicated by means of tapes and sign 
posts provided by the R.E. See p. 181. 

f The line of the 1st Guards Bde. was held by the 2nd Bn. Grenadier 
Guards with the 1st Bn. Irish Guards in support until the two 
Coldstream battalions c'vme in. 
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direction towards Elers. The 2nd Bn. Grenadier Guards 
remained in rear of the 2nd Bn. Coldstream Guards and the 
1st Bn. Irish Guards in rear of the 8rd Bn. Coldstream 
Guards. On the left of the 1st Guards Bde. the troops of 
the 14th Division (XV Corps) held the eastern outskirts of 
Delville Wood, but between the two British forces the 
Germans were still in occupation of some trenches out of 
which the 14th Division had been unable to eject them. 

The 3rd Guards Bde., which, it will be remembered, was 
in divisional reserve, moved forward into Tr6nes Wood and 
Guillemont during the night. 

The line from which the Guards Division was called upon 
to launch its attack was one of considerable tactical difficulty. 
The semi-circular and cramped position in which the two 
attacking brigades were placed rendered their advance 
singularly dependent upon the ability of the 6th and 14th 
Divisions to clear their flanks. It was obvious before the 
battle began that if the troops of these divisions were unable 
to make their way forward, the Guards would be exposed to 
short range fire from the “ Quadrilateral ” on the right and 
from the German trenches lying between Ginchy and Delville 
Wood on the left. 


(7) The attack by the 1st and 2nd Guards Brigades 
on the 15th of September. 

Throughout the night of the 14th-15th of September 
the British heavy artillery maintained a continuous bombard¬ 
ment of the enemy’s positions opposite the front of the 
Fourth Army. At 6.20 a.m., zero hour, on the 15th, the 
creeping barrage came down and the two Guards brigades 
moved forward to the attack. For the first time in the 
history of the regiment three battalions of Coldstream Guards 
attacked in line together, advancing, as one eye-witness 
described the scene, “ as steadily as though they were walking 
down the Mall.” * 

From the first moment of the attack the troops were 
* See “ The War Story of Dillwyn Parrish Starr,” p. 88. 
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called upon to fight their way across the broken and feature¬ 
less country which lay between them and their objective. 
The enemy’s riflemen and machine gunners, posted in slits 
of wrecked trenches and shell-holes, held on to their ground 
with the utmost gallantry and tenacity. The inability of 
the troops of the 6th Division on the right to make any 
progress north of the Ginchy—Combles road * * * § also added 
materially to the difficulties of the 2nd Guards Bde., its 
leading battalions in addition to having to face the fire of 
the enemy in front being fiercely enfiladed by machine-gun 
fire from the “ Quadrilateral.” f In order, if possible, to 
check this enfilade fire, Lieut.-Colonel Sergison-Brooke, 
commanding the 3rd Bn. Grenadier Guards % on the right of 
the brigade front, threw out a defensive flank § on the right, 
while the remainder of his battalion pressed on to the first 
objective. Meanwhile, the 1st Bn. Coldstream Guards, on 
the left, in the impetus of its advance had come under the 
British creeping barrage. In the confusion caused by this 
mishap it lost its bearings amid the smoke, and moved 
forward in a northerly, instead of in a north-easterly, direc¬ 
tion. This swinging to the left by the 1st Bn. Coldstream 
Guards unfortunately resulted in a similar movement on 


* The failure of the Gth Division to advance “ was due to in¬ 
adequate artillery preparation which arose from lack of time for 
reconnaissance, difficulties of weather and ground, and an artillery 
which had taken over the front on the previous day.” See W.D., 6th 
Division, September, 1916. 

f “ About 800 yards from the jumping off line we came on a 
practically continuous line of badly knocked about trenches held by 
about half a battalion of Germans. They shot at us till we got to 
within about 20 yards or less, and then tried to bolt, but as far as I 
could see most of them were shot or caught by our barrage into which 
they ran back.” Note supplied by Colonel Sergison-Brooke. 

t Most of the casualties of the 8rd Bn. Grenadier Guards occurred 
on the right flank. These included Lieut.-Colonel B. N. S. Brooke 
(wounded), and most of the officers. See W.D., 8rd Bn. Grenadier 
Guards, September, 1916. 

§ Later in the day, after the capture of the “ green line,” it was 
found possible to get a machine gun into a position from which its 
toe could be brought to bear on the “ Quadrilateral.” This had the 
effect of checking the enemy’s enfilade lire from this direction and the 
Grenadiers who had formed the defensive flank rejoined their battalion 
on the “ green line.” 
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the part of the two other battalions of the same regiment 
on the front of the 1st Guards Bde.,* and also of a portion 
of the 3rd Bn. Grenadier Guards on the right of the 2nd 
Guards Bde.,f thus making a gap in the line of attack just 
north of the Guinehy—Lesbceufs road. The loss of cohesion 
caused by the change of direction and by the intensity of 
the G ex-man machine-gun fire to a certain extent broke 
up the attack of the 2nd Guards Bde. and led to an inter¬ 
mingling of units, officers and men fighting their way forward 
in small groups without being able to pay much attention 
to what was happening on their flanks. But nothing 
daunted, and in spite of heavy losses, $ the 3rd Bn. Grenadier 
Guards and the 1st Bn. Coldstream Guards, reinforced by 
men from both the supporting battalions, succeeded in 
reaching the line of their first objective. Efforts were then 
made to establish the new position—a line of broken trenches 
lying north-east of the Ginchy—Lesbceufs road. The Germans 
in the “ Triangle ”—a strong point just in front of the first 

* “ The check (caused by the 1st Bn. Coldstream Guards coming 
under the British creeping barrage) was momentary, but caused the 
whole Battalion to swing slightly to the left. This led the 2nd and 
8rd Battalions Coldstream in the 1st Guards Brigade also to ease off 
slightly to the left, and, as often happens, the slight deviation was 
exaggerated as the advance continued, and soon all the Coldstream 
battalions were moving in a northerly instead of a north-easterly 
direction.” See “ The Grenadier Guards in the Great War.” vol, ii. 
p. 100. 

“ When the 1st Bn. Coldstream began to swing to tbe left a gap 
was made between the two front battalions of the 2nd Guards Brigade, 
which widened out as the advance progressed. Observing this. Captain 
Oliver Lyttelton pushed up 100 men of the 8rd Battalion Grenadiers 
to fill the intermediate space, but as the gap gradually extended, and 
the smoke and dust mode it impossible for them to see where they 
were going, these hundred men were able to keep touch with the 1st 
Battalion Coldstream only, and became detached from the rest of the 
Battalion.” See ib. p. 101. 

$ Lieut.-Colonel the Honble. Guy Baring, commanding idle 1st 
Bn. Coldstream Guards, was killed. He had proved himself a capable 
commander and his death was deeply regretted by all ranks. The 
Coldstream went into action with 17 officers and 690 other ranks. 
They came out of the battle with 8 officers, one of whom was wounded, 
and 221 other ranks. The Grenadiers lost 17 officers either killed or 
wounded out of the 22 who went into action, and had 895 casualties 
in the other ranks. See W.D’s., 1st Bn. Coldstream and 8rd Bn. 
Grenadier Guards, September, 1910. 
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objective—continued to hold out for some time longer, 
but, by about 11 a.m., their resistance had been overcome 
and the whole of the new position had been roughly con¬ 
solidated. 

Lieut.-Colonel Godman, commanding the 1st Bn. Scots 
Guards, came up about this time and assumed the command 
of the mixed force of Grenadiers, Coldstream, Scots Guards 
and Irish Guards, which had reached the first objective.* * * § 

The advance to the “ green line ” of the 1st Guards Bde. 
on the left of the divisional front must now be followed. 
Its two leading battalions—the 2nd and 8rd Bns. Coldstream 
Guards—were met by a withering machine-gun fire from 
hostile posts in the sunken road north of Ginchy and lost the 
majority of their officers and many of their rank and file 
before they had advanced 100 yards. For a few minutes the 
men hesitated, but Lieut.-Colonel J. Campbell, commanding 
the 2nd Battalion, rallied his troops magnificently.f A few 
notes from the hunting horn winch he carried were sufficient 
to restore the confidence of the leading waves and the attack 
went forward in one headlong and irresistible rush. Followed 
by detachments of the 1st Bn. Irish Guards, the two Cold¬ 
stream battalions swept over the ground to their first 
objective of which they were in possession at about 7.15 a.m. 
Large numbers of Germans were either killed or made 
prisoners, and several machine guns and trench mortars 
were captured, f The line actually reached was the “ green 
line,” but, owing to the loss of direction to which allusion has 
already been made,§ the leading battalions had reached 
it at a point more to the north than had been intended. 
They had, indeed, trespassed into the area assigned to the 
14th Division. But, nevertheless, the 1st Guards Bde. on 
the left was in touch with the 2nd Guards Bde. on the right, 

* See W.D., 2nd Bn. Irish Guards, September, 1816. 

t “ Very few troops would have attempted to go on against the 
tremendous fire, but the Coldstream, led by John Campbell, swung off 
their proper line, and went for the Boche like tigers, got into them with 
the bayonet, and killed every man of them.” Extract from a letter 
of Major Aubrey Fletcher, Grenadier Guards, 

$ See p. 156, 

§ See Report on Operations, 1st Guards Brigade. 
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the positions which the two Guards brigades had captured 
forming part of the enemy’s defensive system running in 
a north-easterly direction from the northern edge of High 
Wood to the Longueval—Flers road south of the village of 
Flers and thence across the Ginchy—Lesbceufs road to the 
“ Triangle.” 

The fact that the divisional line at this hour of the day was 
a more or less continuous one was largely due to the action 
of Lieut.-Colonel de Crespigny, commanding the 2nd Bn. 
Grenadier Guards. This battalion, it will be remembered, 
had been ordered to follow in rear of the 2nd Bn. Coldstream 
Guards.* After emerging from Ginchy, where his battalion 
had come under a heavy hostile artillery barrage, with his 
right, as ordered, on the Ginchy—Lesbceufs road, Lieut.- 
Colonel de Crespigny could see no sign of the Coldstream, 
but, knowing that his own men were in their right position, 
he decided to push forward and to carry out the instructions 
given to him.f He was still under the impression that the 
Coldstream had carried their appointed objective and were 
pushing on to the “ brown line,” and that the task, therefore, 
of his battalion was to occupy the captured position. But 
it soon became apparent that, far from having been driven 
out of the M green line ” opposite the Grenadiers, the Germans 
were still in possession of an advanced trench in front of their 
main line of defence. Lieut.-Colonel de Crespigny’s men 
were met with a hail of rifle and machine-gun bullets from 
this trench as well as from the flanks as soon as they began 


* “ The 2nd Battalion Grenadier Guards will move in rear of the 
2nd and 8rd Battalions Coldstream Guards. When the latter advance 
to the assault of the second objective the 2nd Bn. Grenadier Guards 
will occupy the first objective until the 1st Battalion Irish Guards 
have passed through them j they will then follow and support them in 
their attack on the fourth objective.” See 1st Guards Bde, Order 
No. 78. 

t 11 He sent a message to General Pereira and received the following 
reply : ‘ Your pigeon message timed 7.45 a.m. not quite dear. Irish 
Guards reported their headquarters in green line (first objective) and 
in touch with 41st Brigade on left at 8.45a.m. You state no signs 
bf Coldstream. Presume they are pushing on to next objective. Am 
sending bombs up.’ ” See “ The Grenadier Guards in the Great War,” 
vol. ii. p. 00. 
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to move forward.* * * § They succeeded, however, in driving 
back the enemy, and the companies on the right then rushed 
the line of the first objective. Here they came in touch 
with the 3rd Battalion of their regiment and strengthened 
the right flank of the Guards Division f which, owing to the 
failure of the 6th Division to advance on the right, was in 
a dangerously exposed position. The companies on the left 
after a stiff fight gained possession of the section of the 
“ green line ” opposite to them. One company was then 
pushed out and at last succeeded in gaining touch with the 
Coldstream on its left, thus filling the gap in the divisional line. 

To return now to the doings of the two Coldstream 
battalions. 

After reaching the line of the first objective, Lieut.- 
Colonel Campbell was at first under the impression that 
his troops were on the line of the third objective,J so 
difficult was it in the tom and broken region in which 
he found himself to distinguish any guiding landmarks.§ 
But, after a conference held in a shell-hole with other com¬ 
manding officers, he realized that he had only reached the 
first objective, || and he promptly decided to push forward 

* . . they were in artillery formation instead of in line, marching 

forward under the impression that the two battalions of Coldstream 
were in front of them. To approach the trench with any prospect of 
success it was necessary to deploy into line, and in doing this they lost 
very heavily. Our creeping barrage had, so to spealt, run away, and 
there was now no artillery support of any kind.” See “ The Grenadier 
Guards in the Great War,” vol. ii. p. 61. 

f A platoon of No. 1 Company with one machine gun is mentioned 
as having rendered great service here. See Narrative, 2nd Bn. 
Grenadier Guards. 

f See 1st Guards Brigade, Report of Operations. 

§ “ Even had maps been issued to the officers a week, instead of 
a day or so, before the attack ; even had those maps marked all known 
danger-points—such as the Ginchy—Biers sunk road; even had the 
kaleidoscopic instructions about the Brown and Yellow lines been 
more intelligible, or had the village of Ginchy been distinguishable 
from a map of the pitted moon—onec the affair was launched there was 
little chance of seeing far or living long.” See “ The Irish Guards in 
the Great War,” vol. i. p. 171. 

H The Brigade Narrative says, “ From 2.80 p.m. and throughout 
the remainder of the day Lieut.-Colonel Campbell and Lieut.»Colonel 
MoCalmoht both reported their position as being in our 8rd objective 
just N.W. of Lesbceufs.” 



THE COLDSTREAM PUSH ON 


157 


to the next objective about 500 yards farther forward. 
Before doing so, however, he did all in his power to reorganize 
his mixed force, ordering men who belonged to battalions 
in the 2nd Guards Bde. to side-slip to the right and collecting 
the remnants of the 2nd and 3rd Bns. Coldstream Guards 
and 1st Bn. Irish Guards. 

Then the advance was resumed, and the troops of the 
1st Guards Bde., following the notes of their leader’s hunting 
horn, with the same splendid courage and determination as 
had carried all before it in the first attack, speedily gained 
possession of their second objective—the “ brown line.” * 
Lieut.-Colonel Campbell at once pushed forward patrols 
towards the line of the third objective—the “ blue line ”— 
and sent back a message to Lieut.-Colonel McCalmont, 
1st Bn. Irish Guards, asking him to bring up the re¬ 
mainder of his battalion to the support of the Coldstream, f 
This message reached Lieut.-Colonel McCalmont at about 
11.15 a.m. He was at this time with the greater part of 
his battalion in the “ green line.” % He at once led forward 
his men to the “ brown line,” where they set to work to 
improve the new positions, which consisted of a few shallow 
trenches with no traverses and afforded little protection 
against artillery fire.§ The enemy could now be observed 

* At dusk the 1st Guards Bde. had 2S0-800 rifles—men belonging 
to each of its battalion—holding the second objective with its left on 
the Guinchy—Gueudecourt road in the XV Corps area. See 1st Guards 
Brigade Report on Operations. 

| Lieut.-Colonel Campbell was awarded the Victoria Cross for his 
conspicuous gallantry and able leadership in this day’s fighting. See 
Appendix III. “John Campbell was splendid; leading his men 
everywhere and lighting like a tiger.” Extract from a letter of Major- 
General Feilding. 

J Practically the whole of one company and part of another belong¬ 
ing to this battalion had become involved in the advance of the 
Coldstream, but the remainder had maintained the right direction, 
advancing in rear of the 2nd Bn. Grenadier Guards and reaching the 
“ green line ” about 200 yards north-west of the Ginchy—Lesbceufs 
road. See W.D., 1st Bn. Irish Guards, September, 1916. 

§ It was deemed advisable as there was practically no field of 
fire from the new positions to consolidate a line of shell-holes about 
800 yards in front of them. This line was held throughout the remainder 
of the day, but at nightfall the troops were withdrawn to the “ brown 
line " upon the further consolidation of which every effort was then 
concentrated. See Report of Operations, 1st Guards Brigade. 
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retreating towards Bapaume, and the general impression 
among the officers who had reached this part of the line 
appears to have been that the enemy’s resistance had been 
temporarily overcome and that a rapid continuation of the 
advance might result in the capture of Lesbceufs. In 
anticipation of a speedy resumption of the advance, there¬ 
fore, a party of about 120 men was hurriedly organized on 
the front of the 2nd Guards Brigade, by Captain Sir Ian 
Colquhoun, 1st Bn. Scots Guards, and Captain O. Lyttelton, 
3rd Bn. Grenadier Guards.* It pushed forward from the 
“ green line ” for a distance of about 800 yards. Here the 
leaders found a trench | where they decided to halt, as they 
realized that, although they might be able to seize Lesboeuls, 
the force at their disposal would be too small to hold the 
village. An urgent message was sent back asking for rein¬ 
forcements and every effort was concentrated on converting 
the trench in which the party found itself into a defensive 
position. It was out of the question, however, for Brig.- 
General Ponsonby with the force which still remained at his 
disposal to contemplate a farther advance.}: He applied, 
therefore, to the division for reinforcements. But by this 
time in the day it was clear to Major-General Feilding 
from information received from aeroplane observers that 
the Guards had not actually got so far as from previous 
reports he had been led to believe.§ He was also aware 

* This party was subsequently joined by Major Roclce and some 
officers and men of the 2nd Bn. Irish Guards. See Captain Lyttelton’s 
report to the 2nd Guards Brigade. 

f This trench was just short of the third objective and was a little 
south of the Guinehy—Lesbceufs road (right brigade area). See W.D., 
3rd Bn. Grenadier Guards, September, 1916. The left flank was 
refused until it met the road north-west of the first objective (“ green 
line ”). i See ib. 

t About midday after the capture and partial consolidation of 
“ the green ” and “ brown lines ” all ranks in the two Guards Bdes. 
were undoubtedly ready and anxious to continue the advance. But 
bayonets were lacking. All the battalions had been heavily engaged; 
between them the two brigades had lost approximately three-quarters 
of their officers and two-thirds of their rank and file. 

§ At 6 p.m. the XIV Corps commander telephoned that he was con¬ 
vinced that the division had no men in the “ blue line ” and that he 
was going to shell it. His information was received from contact aero¬ 
planes. The misleading reports that the leading brigades had reached 
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that the want of success of the 6th and 14th Divisions rendered 
far from secure the situation on both his flanks and that the 
enemy was massing in Lesboeufs and Morval. In view of 
this knowledge, he decided that it would be unwise for him 
to co mmi t the whole of his reserve, the 3rd Guards Bde., 
for which Brig.-General Ponsonby had asked, or to continue 
the advance to the third objective. He decided, however, 
to send forward the 4th Bn. Grenadier Guards to strengthen 
the right flank of the 2nd Guards Bde. and the 2nd Bn. 
Scots Guards to reinforce the 1st Guards Bde.* Mean¬ 
while, the Germans, as soon as they realized that the British 
advance was not being pressed, had recovered from their 
first alarm, and began concentrating in small bodies. About 
5 p.m. they came on in considerable strength and endeavoured 
first to envelop, then to rush the trench held by the advanced 
party which was now under the command of Major Rocke, 
2nd Bn. Irish Guards. After a strenuous struggle, this 
gallant little band of Guardsmen succeeded in effecting its 
withdrawal to the main position, having suffered singularly 
few casualties,! considering the violent nature of the attack 
to which it had been subjected. 

For the remainder of the evening and throughout the 

the “ blue line ” were mostly received at divisional headquarters from 
F.O.O.’s. See W.D., Guards Division, September, 1910. 

* The 8rd Guards Bde. had reached the area between Ginehy and 
Guillemont between 0 and 7 a.m. Here it remained until about 
9.15 a.m. when its two leading battalions—the 4th Bn. Grenadier 
Guards on the right and the 2nd Bn. Scots Guards on the left—moved 
forward to the sunken, road about 300 yards north-west of Ginehy, the 
two other battalions remaining south-west of that village. The two 
leading battalions remained in their position until they were sent to 
reinforce the attacking brigades. The Grenadiers, who had compara¬ 
tively few casualties throughout the day, moved up to the assistance 
of the 2nd Guards Bde. at 5 p.m. The Scots Guards did not leave the 
sunken road until about 6 p.m. and suffered a good many casualties 
on their way to the “ brown line.” Two officers were killed and several 
others, including Lieut.-Colonel Tempest, the commanding officer, 
wounded. Major the Honblc. R. Coke, who was sent for to take over 
the command of the battalion, was wounded on his way up to the front 
line, and consequently the command devolved temporarily on Lieut. 
W. A. Boyd, See W.D’s., 8rd Guards Brigade and 2nd Bn. Scots 
Guards, September, 1916. 

t About 60 per cent, of the party got back. See Captain Lyttelton’s 
Report to the 2nd Guards Bde. 

VOT t M 
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night of the 15th-10th of September, which was a wet and 
cold one, the tired troops holding the front of the 2nd Guards 
Bde. were called upon to resist numerous determined bombing 
attacks by the Germans.* * * § But every attempt by the enemy 
to regain his lost positions was successfully defeated, and, on 
the 16th, when the 61st Infantry Bde. passed through, the 
Guards still held intact the line which they had gained at 
so heavy a cost. 

On the front of the 1st Guards Bde. the night passed 
comparatively quietly.f On the 16th of September, how¬ 
ever, the positions which the brigade continued to hold on 
the left of the divisional front were very severely bombarded 
throughout the day by the enemy’s artillery,| and, by 
nightfall, when it was relieved by the troops of the 
20th Division, all ranks were absolutely worn out—for 
five nights they had had practically no sleep.§ Human 
nature had reached the limit of its physical endurance. The 
attack by the Guards Division on the 15th of September will 
rank for all time as a splendid military achievement, and, 
if it failed to obtain a full measure of success, the failure was 
due to causes over which the attacking troops themselves 
had no control. There is little doubt that, had the divisions 
on the flanks of the Guards been able to carry out their 
share in the advance, the 1st and 2nd Guards Bdes. would 
have reached their final objectives. 

The German defence was worthy of the highest praise 

* “ All that night the right flank of the 2nd Guards Brigade was 
being bombed, and Captain J. Hopley, who behaved with great 
gallantry, at one time had his men standing back to back and firing 
both ways.” See “ The Grenadier Guards in the Great War,” vol. ii. 

p. 106. 

t At 6.30 p.m. and 7.15 p.m. counter-attacks made from the 
right and right rear on the troops holding the 2nd objective (“ brown 
line ") were repulsed. See Narrative of Operations, 1st Guards Bde. 

$ “The men were dumb—tired with mere work and suffering; 
the few officers doubly tired out by that and the responsibility of 
keeping awake and thinking consecutively, even when their words of 
command dotted on their tongues through sheer weariness.” See 
“ The Irish Guards in the Great War,” vol. i. p, 178. 

§ “ Casualties were comparatively light in spite of the fact that all 
lines were greatly overcrowded,” See Narrative of Operations, 1st 
Guard r Bde. 
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and it was only the splendid leadership of the regimental 
officers and the fine fighting qualities and admirable discipline 
of their men which enabled the Guards to break through 
the enemy's defences and to gain possession of their second 
objectives. It was an infantry battle throughout, for the 
tanks in this their first cooperation in the field with the 
troops of the Guards Division proved of little or no assistance 
to the infantry. They were late in crossing the parapet and 
so were unable to move forward in advance of the leading 
battalions.* The tank to which had been entrusted the 
important task of dislodging the Germans from their positions 
at the south-eastern corner of Delville Wood does not appear 
to have come into action. The remaining tanks wandered 
about in various directions and are reported to have done a 
certain amount of useful fighting on their own account 
either in the area of the Guards Division or in that of the 6th 
Division, but they certainly failed on this occasion to carry 
out their main task and were of no help to the infantry in 
the subduing of machine-gun fire.f 

(8) The Attack or the 8rd Guards Brigade on the 
16th of September—Relief of the Guards Division. 

The line actually reached by the two Guards brigades 
on the 16th of September ran from a point on the Ginchy— 
Lesbceufs road a little to the north of the “ Triangle ” in a 
north-westerly direction to a point approximately 800 yards 
from the Ginchy—Gueudecourt road about three-quarters 

* At 8 a.m. on the 13th of September the officer in command of the 
tnnira detailed to cooperate with the Guards reported to Major- 
General redding that seven of his machines were concentrated in their 
appointed rendezvous on the southern outskirts of Trfines Wood. 
See Major-General Feilding’s Report to the XIV Corps, 10th of Sep¬ 
tember, 1916. Apparently nine tanks were eventually allotted to the 
Guards Division, two of which had engine trouble before zero hour. See 
W.D., Guards Division, September, 1916. . . 

t “ To summarize the services rendered by the tanks—it must be 
a d m itted that they were of no assistance in the attack chiefly owing 
to the fact that they started too late to enable them to fulfil their 
proper task, and also owing to the fact that the moment they started 
they lost all sense of direction and wandered about aimlessly.” See 
Report of Major-General G. P. Feildinff, 19th of September, 1916. 
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of a mile north of Ginchy. It thus formed a slight salient 
on the front of the Fourth Army as the 6th Division on the 
right had failed to advance from its original line and the 
14th Division on the left had only reached its first objective. 

In the evening of the 15th Lord Cavan, as soon as he 
decided not to press the attack further that day, ordered 
the heavy artillery to bombard the line of the third objec¬ 
tive ; and, later, he ordered Major-General Feilding to 
make the necessary arrangements for the renewal of the 
infantry advance the following day. At 9.45 p.m. on the 
15th, the Major-General issued his orders * accordingly. 

On the right the assault was to be delivered by the 61st 
Infantry Bde., which was placed under the orders of Major- 
General Feilding, and, on the left, by the 8rd Guards Bde. 

The first objective assigned to the attacking troops was 
the third objective of the previous day—the “ blue fine ”— 
and the second, the fourth objective of the previous day— 
the “ red line.” The simultaneous attack by the troops of 
the 14th Division was to be directed upon Gueudecourt. 
The 8rd Guards Bde. was to advance approximately from the 
line held by the 1st Guards Bde. The attack was to be 
covered by the usual artillery barrages. - )' 

* See Guards Division, Operation Order No. 78. 

t Brig.-General Corkran was warned over the telephone at 7 p.m. 
on the 15th of September that hiB brigade would have to carry out 
this operation at 9.80 a.m. the following day. The written operation 
order reached him at 10.30 p.m. It contained all the arrangements 
for the attack, artillery barrages, etc. See W.D., 3rd Guards Bde., 
September, 1016. 

There was never any question of the attacking troops relieving 
the troops already in the line as it is expressly stated in the operation 
order that the 1st and 2nd Guards Bdes. “ will not he withdrawn 
to-night.” 

At midnight, on the 15tli-18th, Brig.-General Corkran reported that 
the conditions underwhich he was being ordered to attack were extremely 
unfavourable, as the trenches in the front area were packed with other 
units and there were no alternative positions available for the assembly 
of the assaulting battalions. He went so far as to predict that the attack 
could not be successful. See W.D., Guards Division, September, 1916. 
This information was at once communicated to corps headquarters. 
In view of the fact that the Guards’ attack formed part of an offensive 
along the front of the Fourth Army, the corps commander decided 
that it must take place as arranged. 



ATTACK BY THE 3rd GUARDS BDE. 
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Brig.-General Corkran ordered the 1st Bn. Grenadier 
Guards and the 1st Bn. Welsh Guards, on the right and 
left respectively, to pass through the front held by the 
1st Guards Bde. and to carry out the attack. The 
4th Bn. Grenadier Guards, less two companies which had 
been attached the previous day to the 2nd Battalion of the 
same Regiment and were still with it, was instructed to follow 
in support of the leading battalions, while the 2nd Bn. Scots 
Guards was to remain in reserve, attached to the 1st Guards 
Bde. 

The attack was fixed to begin at 9.25 a.m., but, owing 
to a variety of causes, neither of the leading battalions was 
in a position of readiness until about midday and the actual 
assault by the Guards was not launched until about 1 pan.* 
By this time the 61st Infantry Bde. (20th Division) on the 
right had already reached its first objective and was con¬ 
solidating its new positions. - ) - 


* The brigade orders for the attack did not reach the battalions 
of the 3rd Guards Bde. until after midnight on the 15th-16th of Sep¬ 
tember. It was a pouring wet night and the condition of the ground 
east of Ginchy was very bad. The 1st Bn. Grenadier Guards lost 
its way while moving up to the front line :—“ At 3 a.m. (on the 16th) 
the battalion moved up to be in readiness for the attack at 9.30 a,m., 
but our guides got lost, and, after three hours’ wandering,the battalion 
returned to its old position when the order came at 9 a.m. to go up again 
so as to get in with the attack at 0.26 a.m. We arrived at a position 
just behind the starting point at 11.16 a.m.” See W.D., 1st Bn. 
Grenadier Guards, September, 1916. The Welsh Guards had much 
tire same experience as the Grenadiers. When he led his battalion 
forward, Lieut.-ColoDel Murray-Threipland found the only available 
assembly positions occupied by the 4th Bn. Grenadier Guards and the 
2nd Bn, Scots Guards. There was no time to dig new trendies and so 
he decided to withdraw the Welsh Guards to Ginchy. The Wax Diary 
of the 3rd Guards Bde, records that at 2.80 a.m. the Welsh Guards 
reported that there was great congestion in the area allotted to them 
for their assembly and that this information was passed on to divisional 
headquarters, presumably to confirm Brig.-General Corkran’s previous 
message (seenote on p. 162). At 8,80 a.m. a further report was received 
from the Welsh Guards stating that they could not reach the starting 
off line by 9.25 a.m. Orders were then issued to both the assaulting 
battalions to push forward to the attack as soon as possible. See 
W.D., 3rd Guards Bde., September, 1916. 

t Reliable air reports stated that the 61st Infantry Bde. was on the 
line of its first objective at 1.5 p.m.—roughly from the divisional 
boundary on the right to the sunken toad from Ginchy to Lesbceufs— 
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The troops of the 14th Division, on the left, had also 
begun their attack although they were making but slow 
progress. Any hope, therefore, which there might have been 
of taking the enemy by surprise was lost to the Guards, and, 
with the element of surprise eliminated, a small infantry 
attack over heavy country unsupported by artillery had little 
or no chance of success.* The casualties in the assaulting 
battalions were heavy from the moment the troops crossed 
the parapet, and, as on the previous day, the leading waves 
lost direction, moving towards the north instead of to the 
north-east.j- This diversion became more pronounced as 
the advance proceeded owing partly to the failure of the 
14th Division to clear the left flank of the 3rd Guards Bde., 
and partly to the quantity of standing crops in the area which 
made it difficult for the men to see where they were going. 
The 1st Bn. Grenadier Guards succeeded in advancing to 
the high ground west of Lesboeufs.t It there came under 
very heavy machine-gun fire, and, being unable to make any 
farther progress, was ordered to consolidate a position. On 
the left, the 1st Bn. Welsh Guards, after some stiff fighting, 
reached a line south of the Flers—Lesbceufs road,§ where it 
also was ordered to dig in. 

The 4th Bn. Grenadier Guards was then sent up to 
strengthen the right flank of the 8rd Guards Bde. front, 
while the 3rd Bn. Coldstream Guards was employed to link 
up the line of the 1st Bn. Grenadier Guards with that of the 
Welsh Guards. 

and that beyond the latter point the enemy 'was holding the trench in 
strength. See W.D., Guards Division, September, 1016. 

* In the Diary of the 1st Bn. Grenadier Guards it is stated that the 
advance took place “ without artillery or other support.” The obvious 
inference is that the artillery barrage which had covered the attack of 
the 61st Infantry Bde. was not repeated when the Guards battalions 
went forward. 

t “ Casualties were heavy. . . . The advance had to be made in 
sectional rushes, and the assaulting troops got into standing crops, 
where they lost direction, and, mistaking Gueudecourt for Lesbceufs, 
swung round to the left.” See “ History of the Welsh Guards,” p. 122. 

J See W.D., 1st Bn. Grenadier Guards, September, 1916. 

§ It was not until the next morning that the commanding officer 
found that his battalion was about 200 yards short of the first objective. 
See W.D., 1st Bn. Welsh Guards, September* 1916. 
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In view of the heavy casualties suffered by the Guards 
Division on the 15th and 16th of September Lord Cavan 
now decided to give the division a few days’ rest out of 
the line. This relief was completed on the night of the 
16th~17th of September,* the 1st Guards Bde. moving back 
to the neighbourhood of Fricourt, and the 2nd and 3rd 
Guards Bdes. to Camoy. 


(9) Return of the Guards to the Line—Preparations 

FOR THE RENEWAL OF THE OFFENSIVE. 

The Guards were only out of the line for three days—a 
very short period in which to refit and to reorganize the 
battalions after the heavy fighting in which they had been 
engaged. The casualties in all three brigades had been very 
severe, the losses in officers and non-commissioned officers 
being especially serious.f But in the matter of filling up 
their ranks after a battle the battalions of the Guards 
Division were always more fortunate than other units in 
the British Armies in France, for their drafts from England, 
which at this period in the war were plentiful, consisted of 
trained men imbued by their instructors with the methods, 
the tradition and the moral of the Brigade of Guards, fit 
and ready to take their places in the line. In the few days’ 

* The 20th Division came into the line, the command passing at 
8 a.m. on the 17th of September. See W.D., Guards Division, Sep¬ 
tember, 1910. 

t Casualties in the Guards Division between the 10th and 17th of 


September, 1910:— 

Killed. 

Wounded. 

MUsinB. 

Total. 


0. 

out. 

O. 

O.R. 

0. 

O.R. 

O. 

O.R. 

1st Guards Bde. .. 

15 

280 

42 

1082 

2 

428 

59 

1785 

2nd Guards Bde. .. 

25 

158 

20 

790 

10 

757 

61 

1706 

8rd Guards Bde. .. 

18 

108 

26 

849 

— 

141 

89 

1168 

4th Bn. Coldstream 
Guards (Pioneers) 

1 

2 

, _ 

2S 


5 

1 

36 

R.A. •« .. 

— 

4 

8 

19 

— 

— 

3 

28 

R.E. .. .. 

— 

4 

3 

37 

<-‘ 

2 

2 

43 

R.A.M.C. 

— 

6 

0 

40 

1 

1 

7 

47 

Total 

54 

612 

105 

2851 

18 1829 

172 

4792 


See W.D. (“ A” &“Q »), Guards Division. 
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respite which was allowed to them, therefore, the new 
drafts were absorbed into the various battalions and the 
three Guards brigades were once again made ready for their 
next trial of strength with the enemy. 

On the 19th of September, Major-General Feiiding held 
a conference at 2nd Guards Brigade headquarters,* at which 
future arrangements were discussed in the light of the 
lessons learnt during the recent lighting. The Major- 
General stated that the intention of the XIV Corps was 
to call upon the Guards Division to complete the work 
begun on the 15th of September. Its task would be to 
cooperate with the French and other British divisions in 
the capture of the line, Morval—Lesboeufs—Gueudecourt, 
It was clear that a strenuous resistance was to be expected 
from the enemy and that success could only be secured by 
means of the closest liaison between the artillery and the 
infantry. 

The Major-General then drew attention to the vital 
necessity of subordinate commanders doing their utmost to 
maintain the direction of the attack, although lie fully 
appreciated the immense difficulty of their task in the 
confusion inseparable from battle. With regard to the 
approaching advance, he explained that the capture of 
Lesboeufs would be entrusted to the Guards and warned 
the commanders of the 1st and 3rd Guards Bdes., who would 
be in charge of the attack, to make special arrangements 
for the effectual clearance of the dug-outs and cellars in the 
village.! 

* See Notes on Conference, G.D. No. 2284/C. W.D., Guards 
Division, App. 1099. 

t Subsequent to this conference, Major-General Feilding issued 
a short memorandum to his brigadiers urging them to have assembly 
trenches constructed, if possible, in order that their final dispositions 
for the attack might be carried out while the troops were in positions of 
comparative safety. He also laid it down that strong reserves should 
be posted in rear of the starting off positions in case the attacking 
troops should be driven back by a counter-attack from Lesboeufs, and 
gave instructions that all the battalions actually entrusted with the 
launching of the attack should be well forward before zero hour in view 
of the certain difficulty of bringing up reinforcing troops when once 
the battle had beium. See W.D., Guards Division, App, 1115. 
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Orders for the relief by the Guards of the 20th Division 
on the night of the 20th-21st of September reached divisional 
headquarters on the 19th.* The 1st Guards Bde. ■was then 
directed to relieve the 60th Infantry Bde. in the right sector 
of the line, and the 3rd Guards Bde. to relieve the 69th 
Infantry Bde. in the left sector. The 2nd Guards Bde. was 
ordered to remain in reserve. 

At 7.80 a.na. on the 21st of September the completion of 
this relief was reported to Major-General Feilding and half 
an hour later divisional headquarters was opened at Minden 
Post. 

The operation orders f for the coming attack were now 
issued to the Guards brigades. The Allied advance was to 
be directed on the whole line between the Somme and Martin- 
puich with the French on the right and the Fourth Army on 
the left, while the Reserve Army, under the command of 
General Gough, was to attack Thiepval and the Thiepval 
ridge the following day. 

The objectives of the XIV Corps included Morvaland 
Lesbceufs, the capture of Gueudecourt being entrusted to the 
XV Corps. The attack on the front of the XIV Corps was 
to be carried out by the 5th Division on the right, the 6th 
Division in the centre and the Guards Division on the left. 
The 56th Division was to form a defensive flank to the south 
of the 6th Division.^ The 21st Division (XV Corps) was to 
operate on the left of the Guards. 


* On the 18fch of September, at 10.15 p.m., orders were issued 
for the relief of the 20th Division by the Guards on the night of the 
19th-20th of September. This relief was postponed for 24 hours hy 
an amended order issued early next day. See W.D., Guards Division, 
September, 1016. 

f See Guards Division O.O. No. 82, issued at 12 noon on the 21st 
of September. On the 20th of September the day of attack had been 
altered—on account of had weather—from the 22nd to the 23rd and 
on the 21st of September a further postponement was made until the 
26th for the same reason. See W.D., Guards Division. On the night 
of the 21st-22nd of September the 1st Guards Bde. handed over the 
front south of the Ginchy—Lesbceufs road (exclusive) to troops of the 
6th Division. This left each Guards brigade in the line with a frontage 
of about 500 yards. See W.D’s., Guards Division and 1st Guards Bde. 

$ Since the 16th of September the situation on the front of the 
XIV Corps had been considerably improved as a result of a successful 
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The objectives given to the Guards Division were as 
follows : *— 

The “ green line ”—a line running for about 1 } 500 yards 
in a northerly direction from a point about 500 yards 
west of Lesboeufs on the more southern of the two 
roads leading from Ginehy to Lesboeufs. 

The “ brown line ”—a line running from the cross roads 
south of Lesboeufs along the western outskirts of the 
village. 

The “ blue line ”—a line running just east of Lesboeufs 
from the Lesboeufs—le Transloy road northward along 
the Lesboeufs—Gueudecourt road. 

The Guards attack, as already stated, was to be carried 
out by the 1st and 3rd Guards Bdes., and the task assigned 
to their commanders was to press through to the final 
objectives, maintaining a sufficient flow of troops throughout 
the day’s fighting to ensure that the impetus of the advance 
was kept up to the final objective. The 75th Field Com¬ 
pany, R.E., was attached to the 1st, and the 55th Field 
Company, R.E., to the 3rd Guards Bde.f Three tanks 
were allotted to cooperate with the division in the attack 
and were ordered to remain in divisional reserve. % 

All the available artillery was to be organized in two 
groups.§ The right group, consisting of the 24th, 74th and 

attack, delivered on the 18th, by the Oth and 50th Divisions. The former 
had captured the “ Quadrilateral ” and the latter had reached a line 
Middle Copse—Bordeaux Wood. After the capture of the “ Quad¬ 
rilateral ” the 8th Division had linked up with the 20th Division on 
the left and with the 66th Division at Middle Copse. A subsequent 
attempt by the 66th Division to clear up the northern portion of 
Bordeaux had been unsuccessful. 

* See Map facing p. 180, 

t The 4th Bn. Coldstream Guards (Pioneers) was kept in divisional 
reserve. 

$ The tanks were ordered to assemble at the south-west corner of 
Trflnes Wood, and, as soon as the infantry attack had been launched, 
their commander was to take his machines to the north-east corner of 
Ginehy, and then to go to Brig.-General Pereira’s headquarters and wait 
for his orders from Major-General Feilding. Instructions for tanks 
were issued with Guards divisional Order No. 82. But there is no 
mention in the divisional, brigade or battalion War Diaries of work 
being done by the tanks on the 26th of September. 

§ See W.D., C.B.A., Guards Division, September, 1916. For a 
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75fch Bdes., R.F.A., under tlie command of Lieut.-Colonel 
A. Bethell, was to cover the front of the 1st Guards Bde., 
while that of the 3rd Guards Bde. was to be covered by the 
left group consisting of the 61st, the 86th and 98rd Bdes., 
R.F.A., commanded by Lieut.-Coloncl F. A. Buzzard. 
Both groups were to carry out a bombardment of the enemy’s 
positions from 7 a.m. to 6 p.m. on the day before the 
attack. To cover the actual attack half of the artillery on 
the divisional front was to be employed in firing standing 
barrages, while the remainder was to supply the creeping 
barrages to cover the advance of the infantry to the various 
objectives. A standing barrage was to be placed on the 
“ green line ” at zero hour, and was subsequently to be 
transferred to the “ brown ” and “ blue ” lines according to 
an arranged time-table.* The creeping barrage was to be 
laid down 100 yards in front of the line occupied by the 
attacking troops at zero hour, and was then to be moved 
forward at the rate of 60 yards a minute until it reached a 
line 200 yards beyond the “ green ” line when it was to be 
made stationary. At zero -f- one hour, and at zero + two 
hours, respectively, the creeping barrage was to be resumed 
in the same maimer as in the initial attack in order to cover 
the advance of the infantry to the second and third objectives. 


(10) Capture of Lesbcbufs by the 1st and 3rd Guards 
Brigades, 26th of September—The Guards Division 

WITHDRAWN FROM THE LINE FOR REST AND TRAINING. 

By an early hour on the morning of the 25th of September 
the troops of the 1st and 3rd Guards Bdes. were all in their 
respective positions ready for the advance. The 2nd Bn. 
Grenadier Guards and the 1st Bn. Irish Guards, on the right 

summary of the work of the artillery in the operations on the Somme, 
see p. 182. 

* The 14th Horse Artillery Bde. was ordered to form a standing 
barrage on certain points in the enemy’s positions which were not 
allotted to the R.F.A. batteries. In all cases the standing barrage 
was to be lifted back when it was reached by the creeping barrage. 
See W.D., CJi.A., Guards Division Operation Order. 
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and left respectively, held the front of the 1st Guards Bde. 
extending from the Gincliy—Lesboeufs road to a point rather 
more than 500 yards to the north-west.* 

The 2nd and 3rd Bns. Coldstream Guards, under the 
command of Lieut.-Colonel J. Campbell, were in support. 

The 2nd Bn. Scots Guards was on the right, and the 4th 
Bn. Grenadier Guards on the left, of the sector of the line 
held by the 3rd Guards Bde., the right of the Scots 
Guards being in touch with the left of the 1st Guards 
Bde.f 

The 1st Bn. Grenadier Guards was in support and the 
1st Bn. Welsh Guards in reserve.^ 

The weather on the 25th of September was fine and clear, 
and the state of the ground was more favourable for the 
attacking troops than it had been on the 15th or 16th. 
After a quiet morning the creeping barrage was put 
down punctually and effectively by the British gunners at 
12.35 p.m., zero hour, and the Guards battalion, advancing 
in two waves with 76 yards distance between each wave, 
went forward to the attack. 

Within about a minute after the troops had crossed the 
parapet the enemy’s artillery put down a heavy counter- 
barrage on the front of the 1st Guards Bde. and upon the 
trenches in rear,§ but, although this bombardment con- 
siderablyimpededthe movements of the supporting companies, 
the leading waves of Grenadiers and Irish Guards had rushed 
forward so quickly that they escaped it. They were close 
up to the enemy’s line when the British barrage was 
lifted. The Irish Guards captured their objective with little 

* See Map facing p. 186. 

f See ibid. 

j In front of the Guards on the 25th of September the Germans 
had the 56th and llllh Infantry Divisions and two battalions of the 
24th Reserve Infantry Division. 

§ “ Immediately after Nos, 1 and 2 Companies had advanced, a 
hostile barrage was put on our assembly trenches which very much 
hampered Nos. 8 and 4 Companies whoso orders were to move into the 
front assembly trench under cover. There were a good many casualties. 
. . . Eventually these companies got so held up by the shelling that 
they advanced ‘ over the top ’ to the first objective (‘ green line ’) 
soon after 1 p.m.” See Report by Lieut.-Colonel McCalmont, 1st Bn. 
Trish Gn rd**. 
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difficulty, but the Grenadiers on the right were less fort unat e. 
They found that the German wire in front of them was 
uncut. The officers promptly ordered their men to lie down 
in the standing crops in which the wire was concealed and 
to open a covering fire while they themselves went forward 
to cut a passage through the wire. This coolness and devotion 
to duty on the part of the officers and the steadiness of the 
men saved a critical situation—a path was cut through the 
enemy’s entanglements, and, although most of their officers 
lost their lives in the carrying out of then task, the Grenadiers 
were enabled to sweep forward and capture their first 
objective at the point of the bayonet.* 

Notwithstanding the delay caused by the uncut wire on 
the right, both the leading battalions of the 1st Guards Bde. 
were concentrated on the “ green line ” by about 1.20 p.m.f 
The Germans had fought bravely, but had proved no match 
in hand-to-hand fighting with the Guards, the bulk of the 
defenders of the “ green ” line having been either killed or 
captured. % 

Punctually, at 1.85 p.m., the advance to the second 
objective was begun under the protection of a creeping 
barrage and in ten minutes’ time the “ brown line ” was in 
possession of the 1st Guards Bde. which was in touch with 
the 18th Infantry Bde. (6th Division) on the right and the 
3rd Guards Bde. on the left. The opposition encountered 
in this second advance was slight, as was also that when the 
Guards went forward to the attack on the “ blue line ” at 
2.85 p.m. The enemy for the time being had had sufficient 
fighting and surrendered freely, with the result that, shortly 
after 3.80 p.m., the two leading battalions of the 1st Guards 

* “ About 12.89 or 12,40 our first objective was gained with a 
certain amount of difficulty as our artillery fire had failed to cut a 
single strand of wire. While the companies were cutting it, the Germans 
picked off almost all our officers,” See Report of Lieut.-Colonel C. De 
Crespigny, September, 1916. Captain A. Cunninghame, 2nd Lieutenant 
G. Arbuthnot and Lieut, the Honble. W, A. D. Parnell were lolled, 
and Lieut. A. F, Irvine wounded whilst engaged in cutting the wire in 
front of the first objective:. 

f In the 1st Guards Bde. Report the time is given as 1.15 pan. 

j In the 1st Guards Bde. Report it is stated that 8 machine guns 
wore captured. 



172 


THE OPERATIONS ON THE SOMME 


Bde. had passed through Lesbceufs and were firmly established 
on the eastern outskirts of that village,* * * § touch having been 
maintained with the troops on each fianlc throughout the 
advance. By this hour the 2nd and 3rd Bns. Coldstream 
Guards, which had followed closely in support of the Grena¬ 
diers and Irish Guards, had consolidated the “ green ” and 
“ brown lines,” and were completing the clearance of the 
village of Lesbceufs. 

The course of events on the front of the 3rd Guards Bde. 
must now be followed. The two leading battalions—the 
2nd Bn. Scots Guards on the right and the 4th Bn. Grenadier 
Guards on the left—moved forward at zero hour under 
cover of the creeping barrage. The Scots Guards reached 
and captured their first objective with but few casualties; 
but the Grenadiers, soon after their advance began, came upon 
a German trench which had escaped the British artillery 
bombardment and was strongly held by the enemy, f But 
in despite of the fierce rifle and machine-gun fire of its 
defenders which caused many casualties in their ranks, 
the Grenadiers stormed this trench, killing about 150 of the 
enemy 4 Quickly, reforming their ranks, they then pushed 
on to their first objective of which they were in possession 
at 1.35 p.m. It was now found that the left flank of the 
3rd Guards Bde. was uncovered as the 64th Infantry Bde. 
(21st Division) had not succeeded in reaching Gird trench.§ 
A defensive flank, therefore, was hastily formed by the left 

* See 1st Guards Bde. Report. 

f “ In perfect order, with not a man out of place, the line swept on 
until it came to the two intermediate lines, which the officers had been 
warned to expect somewhere in front of the first objective. These 
had only recently been discovered, and no one quite knew how strongly 
they were held," See “ The Grenadier Guards in the Great War,” 
vol. ii. p. 140. 

$ “ Tlie Battalion (4th Bn. Grenadier Guards) did what they were 
told to do, and I don’t think they could have done bettor. I know 
there was not a single shirker in the lot. Our dead lay in front of the 
first German trench, but there were 100 to 150 German corpses there 
when I came up." Extract from a letter of Lord Henry Seymour to 
Sir Henry Streatfeild, 27th of September, 1916. 

§ The advance of the 64th Infantry Bde. was checked by a line 
of uncut wire. See "Narrative of Operations of the 64th Infantry 
Bde. from 21st to 27th September, 1916." 
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flank company of the Grenadiers, while the remnants of 
the company on the right of the line, keeping touch with 
the Scots Guards, went forward to the second objective. 
This was gained without much difficulty.* At 2.35 p.m. 
after two companies of the 1st Bn. Welsh Guards f had been 
sent forward to strengthen the left flank, the 1st Bn. Grena¬ 
dier Guards passed through the leading battalions, and, 
by about 8.30 p.m., was in possession of the third objective. 
The situation in the evening, therefore, on the front of the 
Guards Division as a result of the day’s fighting, was as 
follows :—all the objectives had been taken; Lesboeufs 
was cleared of Germans ; and the troops of the 1st and 3rd 
Guards Bdcs. were busily engaged in consolidating their 
new positions, from the Lesboeufs—le Transloy road just 
north of the village of Lesboeufs to Windy trench. On the 
right the Guards were in touch with the 6th Division, % but 
on the left there was a considerable gap between the 3rd 
Guards Bde. and the troops of the 21st Division. This gap 
was held by a strong defensive flank. 

It was mainly the uncertainty with regard to the safety 
of the left flank which decided Major-General Feilding and 
Lord Cavan not to make any attempt to carry forward 
the advance in the evening of the 25th of September.§ 
After the capture of Lesboeufs it was clear that the enemy’s 
troops in the forward area were completely demoralized, and 
some of the Guards commanding officers, who witnessed the 
Germans hurrying away northward without their arms, 
had called anxiously for cavalry to complete the rout.|| 

* This advance was led by Sergeant Pitt, as all the officers had be¬ 
come casualties. See “ The Grenadier Guards in the Great War,” 
vol. ii, p. 141. 

f See W.D., 1st Bn. Welsh Guards, September, 1916. 

j Still farther to the right the situation was equally satisfactory. 
Morval had fallen to the 5th Division and the Blench had captured 
Fr^gicourt, and, in conjunction with the 56th Division, were encircling 
Combles. 

§ This decision was come to over the telephone at 7 p.m. The 
XIV Corps ordered an artillery barrage to be kept on all fronts during 
the night. See W.D., Guards Division, September, 1016. 

|( Brig.-Gcneral Corkran, 3rd Guards Bde., recommended the employ¬ 
ment of cavalry. See WJD., 8rd Guards Bde., September, 1916. 

Apparently a squadron of cavalry was brought up somewhere in 
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But it is doubtful whether even if sufficient cavalry had been 
in a position to advance immediately from Lesboeufs, men 
on horses would have been able to make much progress in 
the few hours of daylight still available, for, in view of the 
failure to capture Gueudecourt, the front of advance was 
certainly too narrow for effective cavalry manoeuvre, 
while any local infantry advance would have been a risky 
undertaking.* 

The situation on the Guards front remained unchanged 
during the night of the 25th-26th of September. The 
troops, in spite of their exertions and losses during the previous 
day’s lighting, were in high spirits, and the enemy made no 
serious attempt at a counter attack. Early in the morning, 
on the 26th, any further anxiety as to the safety of the left 
flank was removed, as the 64th Infantry Bde., with the assist¬ 
ance of a tank, gained possession of Gird trench,t and, at 
about 4 p.m., the troops of the 21st Division captured 
Gueudecourt and United up connexion with the 3rd Guards 
Bde. midway between that village and Lesboeufs. 

After the capture of Gird trench in the morning the 
Guards again enjoyed the spectacle of parties of Germans 
hurrying away from their trenches between Gueudecourt 
and le Transloy, and on this occasion the British artillery 
was able to inflict serious casualties on the retreating enemy. 
But, although the moral of the German front line troops was 
affected in this particular area, it was soon made evident 
that there was no serious demoraUzation in rear. A squadron 
of cavalry, which attempted to feel its way forward in the 


the neighbourhood of Gueudecourt in the afternoon, but could make 
no progress. See W.D., Fourth Army, September, 1016. 

* “ Our salient was very pronounced. Gueudecourt was not 
taken, and our left flank was absolutely in the air. ... It lias been a 
good show, and not so difficult as the one on tlie 16th, for this time we 
did not have to make a long advance exposed to enfilade fire from both 
flanks; but we have met fresh troops and beaten them soundly in 
an open fight.” Extract from a letter of Major-General Feilding to 
Lieut.-General Sir Francis Lloyd, 26th of September, 1910. 

f Between 300 and 400 of the enemy in the trench surrendered to 
the 64th Infantry Bde. about 9 a,m. s the remainder being driven towards 
the refused flank of the 3rd Guards Bde. About 6 officers and 100 
of+her filesinr^ud red tnth*> Fiitd 1 *; 
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morning towards Gueudecourt, was speedily forced to come 
back and patrols which the Guards themselves pushed out 
from Lesboeufs were also unable to make much progress. 
Whatever might have been the result had it been possible 
to renew the general attack with fresh infantry covered by 
artillery all along the Allied front after the capture of Gueude¬ 
court and Combles,* it was clear that the enemy’s machine 
gunners, who, by the afternoon of the 26th, had formed 
a chain of posts on the high ground east of Lesboeufs north¬ 
ward to le Transloy, were well able to check any local advance 
by small parties of calvary and infantry. The German 
artillery, too, which had fired comparatively little during 
the night of the 25th-26th and the early hours of the 26th 
of September, became much more active as the day wore on, 
and the whole energies of the Guards had to be directed to 
the strengthening and deepening of their new defensive 
positions. 

During the night of the 26th of September the 2nd Guards 
Bde. relieved the two other brigades in the line, the relief 
being completed by 11.80 p.m.f 

The 2nd Guards Bde. remained in the line until the night 
of the 30th of September, when in its turn it was relieved 
by the 167th Infantry Bde. (56th Division). By this date a 
new line of trenches had been dug at a distance varying 
from 200 to 250 yards east of Lesbceufs, This line extended 
along the whole front of the Guards Division except in the 
area immediately north of the Lesboeufs—le Transloy road, 
where there was a gap in it of about 200 yards.J 

* The news of the joint occupation of Combles by the French and 
the 56th Division reached Guards divisional headquarters at 10.5 a.m. 
on the 28th of September. 

t The machine-gun companies of the outgoing brigades remained 
in the line until the 28th of September. The 2nd Bn. Irish Guards 
relieved the 2nd Bn. Grenadier and 1st Bn. Irish Guards on the front 
of the 1st Guards Bde., while the 1st Bn. Scots Guards relieved the 
1st Bn. Grenadiers and the 2nd Bn. Scots Guards on that of the 3rd 
Guards Bde. The Telief was completed at 2.15 a.m. on the 27th. See 
W.D., 2nd Guards Bde., O.O. No. 66. 

J A reconnaissance was made on the 29th of September by a 
company of the 1st Bn. Coldstream Guards, the object of which was 
to fill this gap by the capture, if possible, of Rainy trench and the 
linking it up with a trench which another company of the same battalion 

VOT,, t. N 
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The casualties in the Guards Division during the battle 
of Morval * on the 25th of September were less severe than 
they had been on the 15th-16th of September, but they 
were sufficiently heavy to reduce the effective strength of the 
battalions to such an extent that the XIV Corps commander 
decided to give the division a period of rest behind the line.f 
On the 2nd and 3rd of October, therefore, the Guards 
moved from the Carnoy—Fricourt areas to No. 4 Training 
Area south-west of Amiens. 

In the two battles in the Operations on the Somme 
in which it took part the Guards Division enhanced 
its reputation and well deserved the tribute of praise 
which it received from Lord Cavan and Sir Henry Raw- 
linson.J On the 15th of September, in particular, the 

was digging north of tire Lcsbceufs—lc Transloy road. The enemy’s 
machine-gun fire was so heavy, however, that the attack was not 
pressed, and the company was ordered to withdraw. See Report to 
Guards Division, W.D., 2nd Guards Bde., App. 80. 

* See “ Report of the Battles Nomenclature Committee as approved 
by the Army Council.” [Cmd. 1188], 1921. 

f Casualties in the Guards Division, 18th-30th of September— 


Unit. 

Killed. 

Woumlod. 


Total. 

0. 

O.H. 

0. 

O.K. 

0. 

O.B. 

1st Guards Bde. ,. 

0 

no 

14 

009 

— 108 

28 

887 

2nd Guards Bde. .. 

1 

27 

4 

117 

— 2 

5 

146 

3rd Guards Bde. .. 
4th Bn. Coldstream 

12 

101 

14 

094 

— 280 

20 

1185 

Gds. (Pioneers) 

— 

4 

— 

14 

— _ 

_ 

18 

R.A, 

— 

8 

2 

40 

— 2 

2 

50 

R.E. ,. ,, 

— 

— 

1 

14 

_ _ 

1 

14 

R.A.M.C . 

—. 

4 

2 

20 

__ ^— 

2 

30 

Chaplains . . 

*—- 

— 

1 

— 

- - 

1 


Totals 

22 

814 

88 

1514 

— 452 

00 

2280 


The casualties in the fighting on the 25th of September accounted 
for more than 90 per cent, of the above figures. See W.D., Guards 
Division (“ A ” & “ Q ”), September, 1010. 

t Sir Herny Rawlinson issued the following appreciative order 
on the 8th of October :— 11 It is only since the reports have come in 
that it has become clear that the gallantry and perseverance of the 
Guards Division in the battles of the 15th and 25th of September were 
paramount factors in the success of the Fourth Army on these days. 
On the 15th of September, especially, the vigorous attack of the Guards 
in circumstances of great difficulty, with both flanks exposed to the 
enfilade fire of the enemy, reflects the highest credit on all concerned, 



THE CAUSE OF SUCCESS 


177 


infantry of the division was required to make an attack 
of exceptional difficulty, advancing from an awkward line 
with both flanks exposed to a heavy enfilade fire. It was 
entirely due “ to the gallantry and perseverance ” of the 
officers and other ranks of the Guards Division that the 
front of the XIV Corps was carried forward that day to a 
line which made the subsequent assault upon Morval and 
Lesboeufs “ a feasible operation.” On the 25th of September 
the task of the Guards was a less difficult one, but the capture 
of Lesboeufs was a thoroughly well-planned and admirably 
conducted feat of arms which reflected the greatest credit 
upon every unit in the division. The staff arrangements 
worked without a hitch; communications were well main¬ 
tained ; and the infantry, covered by an effective artillery 
barrage and magnificently led, routed the enemy and captured 
all its objectives. 


(11) Work op the Guauds Machine-Gun Companies 

DURING THE SIGHTING ON THE 15TH AND 25TH OF 
September. 

The part played by the machine gunners of the Guards 
Division in the fighting on the 15th and 25th of September 
was a prominent and gallant one, but unfortunately it is not 
an easy matter to give anything like a full account of their 
achievements on the 15th, because on that day the machine 
gunners were involved in the general confusion and many 

and I desire to tender to every officer, N.C.O., and man my congratula¬ 
tions and best thanks for their exemplary valour on that occasion. 
Their success established the battle front of the XIV Corps well forward 
on the high ridge leading towards Morval and Lesbceufs, and made 
the assault of these villages on the 25th a feasible operation. On the 
25tb September the attack of the hostile trenches in front and north 
of Lesbceufs was conducted with equal gallantry and determination. 
In this attack the division gained all the objectives allotted to them, 
and I offer to all concerned my wannest thanks and gratitude for their 
fine performance.” Fourth Army, No. 878 (G). 

Lord Cavan, the XIV Corps commander, sent the following message 
to Major-General Feilding and the Guards Division:—“ Hearty thanks 
and sincere congratulations to you all. A very fine achievement, 
splendidly executed.” 25th of September, 1916. 
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of the gun sections were practically wiped out of existence. 
The 3rd Guards Bde. Machine-Gun Company relieved the 
47th and 48th Machine-Gun Companies (20th Division) in 
the line at Ginchy and south-east of that village on the 9th 
of September.* The relief was a very difficult one, but 
the guns were in position to assist in the defence of the 
line against the German counter-attack on the 10th. f On 
the night of the 12th-13th of September the 1st and 2nd 
Guards Bdes. Machine-Gun Companies relieved the 3rd 
Guards Bde. Machine-Gun Company when the 1st and 2nd 
Guards Bdes. took over the line from the 3rd Guards Bde. 
In the attack on the 15th, the machine-gun sections moved 
forward with the infantry. It is difficult to follow the 
fortunes of the 2nd Company on the right as its commander 
and all its other officers became casualties, the majority 
of them, indeed, being either killed or wounded before the 
first objective was reached. There is no record of the fate 
of the guns which accompanied the 3rd Bn. Grenadier 
Guards in the assault. But, later in the day, two guns of 
the Coldstream section, one gun of the Scots Guards section 
and two guns of the Grenadiers’ section were used to cover 
the defensive flank on the right of the 2nd Guards Bde. 
It is also clear that one of the reserve guns with the 1st Bn. 
Scots Guards, which was brought up on the left flank with 
the ninth wave of the attacking infantry, was of much assist¬ 
ance in repelling attempts at counter-attacks made by the 
enemy in this area. The gunners made use only of the 
light tripod and it proved both handy and effective. The 
Irish Guards section had three of its guns put out of action 
by hostile fire. Its remaining gun is reported to have been 
seen firing in the German “ second line,” but it is impossible 
to say where exactly it went as no more was heard of it. 
All its team became casualties.^: The movements of the 
gun-sections of the 1st Company are equally difficult to trace 
with any certainty in the confusion which prevailed after 

* See p. 143. 

t See W.D., 3rd Guards Bde., Machine-Gun Company, September, 
1910. 

t See W.D., 2nd Guards Bde., Machine-Gun Company, September, 
1916. 
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the first objective had been reached. No. 2 Section is reported 
to have had three guns damaged by shell fire and No. 4 
Section sustained very heavy losses in personnel early in 
the advance. No. S Section was successful in getting all 
four of its guns as far as the first objective and eventually 
took up a position “ just south of Flers.” Of the three guns 
belonging to No. 1 Section two were sent to the defensive 
right flank of the division and the other was placed in position 
on the left of the 2nd Bn. Grenadier Guards to cover its 
junction with the Coldstream. No, 4 Section provided 
covering fire for the infantry in the advance to the third 
objective. One of its guns was put out of action by close- 
range artillery fire and all its personnel became casualties. 
But the remaining guns found some good targets, and their 
fire was very effective until they had to be withdrawn from 
the advanced positions which had been taken up.* 

On the 16th of September the 2nd Guards Bde. Machine- 
Gun Company was able to bring up more of its guns into 
positions in the support line, but its last remaining officer 
was killed. When the 1st and 2nd Companies were relieved, 
on the 17th, by the 3rd Company, the 1st Company had 
lost 4 officers and about 90 other ranks, and the 2nd Company. 
9 officers and 83 other ranks, killed, wounded or missing.f 
In the attack on the 25th of September the 1st Guards Bde. 
did not attach its machine gunners to its battalions for the 
advance. Brig.-General Pereira, in the light of the experi¬ 
ence gained on the 15th, decided that it was impossible for 
the gun-sections to maintain the same rate of progress as 
the infantry. He ordered them, therefore, to advance at 
their own time and pace, although he indicated very precisely 
what he wished them to do. This arrangement answered 
satisfactorily. When the final objective had been gained 
by the infantry, No. 1 Section soon had four guns in position 
in front of Lesboeufs, and another four guns were in the line 
of the second objective west of that village. The reserve 

* See W.D., 1st Guards Bde., Machine-Gun Company, September, 
1916. The 3rd Guards Bde. Machine-Gun Company was m reserve with 
the 3rd Guards Bde. on the 16th of September. 

f See W.D’s., 1st and 2nd Guards Bdes. Machine-Gun Companies, 
September, 1916. 
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guns were brought up a little later, and one was used in the 
front line to replace a gun that had been lent to the 3rd 
Guards Bde. for the defence of the open flank on the left of 
the Division.* The 3rd Guards Machine-Gun Company 
was also successful in carrying forward eight of its guns with 
the infantry of the brigade, all of which were placed in 
positions on the line of the captured objectives.! 

On the 26th of September the guns of both companies 
fired with considerable effects upon bodies of the enemy 
retreating across the open. 


(12) Work of tiie Divisional R.E. and the 4th Bn. 
Coldstream Guards (Pioneers) during the course 
of the Operations on the Somme. 

When the Guards Division moved to the Fourth Army 
area preparatory to taking part in the British offensive, the 
difficulty of getting together the requisite engineer stores 
for the coming operations was, as usual, the problem that 
had to be solved by the divisional R.E. All the dumps in 
the back area had already been denuded of most of the useful 
materials, and such available stores as had been taken 
forward were in bulk and not in “ one-man loads." So 
great, too, was the congestion of traffic on the main line of 
communication that lorries, the supply of which was limited, 
could barely do one trip in the day from railhead to the main 
dump at Minden Post. But every obstacle in his way was 
successfully overcome by the C.R.E., and the necessary 
engineer stores hod all been collected and were in readiness 
for the attack before the 15th of September.! A forward 
depbt had been established in Bernafay Wood and sufficient 

* See Narrative 1st Guards Bde., also W.D., 1st Guards Bde. 
Machine-Gun Company, September, 1916. 

t See W.D., 3rd Guards Bde. Machine-Gun Company, September, 
1916. 

j “ After exerting much pressure I got 20 lorries for one day, so 
just succeeded in getting our dumps ship-shape for the 15th September 
attack." Extract from a note supplied by Lieut.-Colonel Brough, 
CJEt.E., Guards Division. 
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R.E. stores for the purposes of the initial assault had been 
carried forward and dumped near the R.E. assembly trenches 
which were close to the headquarters of the 1st and 2nd 
Guards Bdes. 

During the days before the attack the R.E. laid out and 
marked several routes for horse-transport leading to Bemafay 
Wood, and began the heavy task of clearing a track from the 
northern end of that wood through Trones Wood to Ginchy; 
they were busily employed also in the construction of new, 
or in the improvement of old, battle headquarters for the 
division and the brigades. 

On the night of the 14th-15th of September the various 
positions of assembly for the battalions of the two attacking 
brigades were laid out with tapes by the R.E.* assisted by 
the brigade staff officers. Before this, the C.R.E. had held 
a conference of R.E. commanders, and, in addition to giving 
them their orders for the attack, had explained to them 
fully the various duties they would be called upon to per¬ 
form, impressing upon them the value of reconnaissance. 
On the 15th of September the 75th and 76th Field Companies 
were employed with the 1st and 2nd Guards Bdes. The 
55th Field Company and the 4th Bn. Coldstream Guards 
(Pioneers) remained in reserve under the orders of the C.R.E. 

As the attack developed one company of the 4th Bn. 
Coldstream Guards was sent forward from Bemafay Wood 
in order to try and clear a track up to and past Ginchy. This 
attempt ended in failure as the men came into view of the 
enemy’s artillery, and the company was forced to withdraw 
after suffering some casualties. Later in the day, however, 
two other companies of the same battalion undertook the 
task and did some good work. The 76th Field Company, 
which moved forward with the 2nd Guards Bde, on the 

* “ It was difficult to get this marking out done with great pre¬ 
cision, as our existing maps hardly did full justice to the queer irregu¬ 
larities in the ground east and south-east of Ginchy. These factors 
undoubtedly greatly increased the difficulty of keeping direction 
during the attack. Also, I think, no one at the time realized that 
the German strong point to the south-east of Ginchy enfiladed our 
attack—it appeared from our maps to be in a hollow, whereas it was 
on a slight eminence.” Extract from a note supplied by Lieut'.- 
Colonel Brough, C.R.E., Guards Division. 
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right of the attack, earned out the tasks allotted to it, 
completing the wiring and digging of some strong points 
designed to secure the right flank of the brigade, which, 
it will be remembered, was in the air throughout the day’s 
fighting.* The 75th Field Company, which accompanied 
the 1st Guards Bde., was not quite so successful, as one of 
its parties went astray and did not complete the task assigned 
to it.f 

On the 25th of September the R.E. dispositions were 
identical with those on the 15th, except that, as the Guards 
were attacking from a more regular and defined line, it was 
found possible to dig some assembly trenches and thus to 
enable the infantry to start the attack to better advantage. 
The 55th Field Company, which was attached to the 3rd 
Guards Bde. on the left of the divisional front, was kept 
fully occupied in wiring the refused flank and in the con¬ 
struction of strong points in depth. Its work was carried 
out with complete success, and some of the wire which it 
put out was found to be still in position when the division 
returned to this part of the line in November. When darkness 
set in, on the 25th, every available sapper and pioneer was 
sent forward to assist in digging the new line and in improving 
the communications. 


(13) Work ojt the Divisional Artillery on the Somme. 

The Guards Divisional Artillery arrived at Sailly-le-Sec 
in the area of the XIV Corps on the 1st of September, and, 
on the 5th and 6th, relieved the artillery of the 24th Division 
in the Ime.J It formed part of the group of guns covering 

* These strong points subsequently proved of great assistance to 
the troops of the 20th Division who relieved the Guards. 

f This divergence from its allotted route was partly due to the 
fact that an officer who was entrusted with the duty of reconnaissance 
was wounded. See W.D., 75th Field Co., R.E., September, 1016. 

f Biig.-Gencral Evans, C.R.A., Guards Division, took over the 
command of the artillery in the sector at 6 p.m. on the 0th of September. 
See W.D., C.R.A., Guards Division, September, 1016. The D.A.C. 
had assumed the control of the big ammunition dump at Meaulte on 
the 5th. See W.D., D.A.C., September, 1916, 
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the left sector of the XIV Corps front,* its batteries being 
in positions in the neighbourhood of Bernafay Wood and 
Trones Wood and south of Montauban. 

In the evening of the 6th of September a report, which 
subsequently turned out to be incorrect, was received stating 
that the enemy had retaken Leuze Wood and all batteries 
immediately opened on their S.O.S. lines. Alarmist reports 
and rumours of this kind were not infrequent at this time, 
and the divisional Artillery was kept fully occupied during 
its first few days in the fine. The enemy’s gunners, too, 
were not idle, and their fire was heavy and extremely accurate. 

On the 8 th of September orders were issued for the 
attack on Ginchy.t For this operation the artillery covering 
the 16th Division was divided into two groups each of four 
brigades. The 74th and 76th Bdes., R.F.A., were in the 
right group commanded by Lieut.-Colonel McCarthy, 6th 
divisional Artillery. The 61st and 75th Bdes., R.F.A., 
under the command of Lieut.-Colonel F. A. Buzzard, Guards 
divisional Artillery, formed the left group. 

The attack of the infantry of the 16th Division on Ginchy 
was launched at 4.45 p.m. on the 9th of September. Half 
of the 18-pdrs. fired in the covering barrage and the other 
half in the standing barrage, while the howitzers were used 
to keep certain selected areas—such as the orchards in 
Ginchy—under fire.J 

After the capture of Ginchy the British gunners were 

* Then held by the 16th Division. 

f See W.D., C.R.A., Guards Division, App. 6. During the morning 
of tire 8th of September the wagon lines of the 75th Bde., R.F.A., 
were shelled by a 15-cm. gun. Some damage was done. A German 
shell exploded in a gun-pit of C/70, killing 4 men of the gun detachment. 

{ The 48th Infantry Bde, which captured Ginchy expressed great 
satisfaction with the artillery support that it received. See W.D., 
61st Bde., R.F.A., September, 1916. 

On the 13th of September the following letter of appreciation from 
Major-General Hickie, G.O.C. the 16th Division, was received by the 
C.R.A., Guards Division:—“If it is possible later on we should be 
glad if you could make known to the officers and men of the Guards 
Artillery that Ike 16th Division will always remember their three days 
together. Among the officers and men who took part in the assault 
I hear nothing but praise of the accuracy and volume of your fixe.” 
See W.D., C.R.A., Guards Division, App. 33a. 
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kept very busy as the Germans, it will be remembered, made 
persistent counter-attacks in order to regain the village.* 
On the night of the 9th-10th of September the 3rd Guards 
Bde. relieved the 47th and 48th Infantry Bdes., in the line,f 
and consequently the Guards divisional Artillery was once 
again supporting its own infantry.^ 

Orders for the resumption of the attack were issued on 
the 12th of September. The right artillery group (74th and 
75th Bdes., R.F.A., and a brigade of the 6th divisional 
Artillery under the command of Lieut.-Colonel Bethell) 
was ordered to support the attack of the Guards brigade on 
the right, while the left group (61st and 76th Bdes., R.F.A., 
and a brigade of the 6th divisional Artillery commanded 
by Lieut.-Colonel Buzzard) was to support the Guards on 
the left.§ The 18-pdr. batteries of the 74th and 76th Bdes., 
R.F.A., had orders to move forward after the “ blue line ” 
was taken, when they were to be at the disposal of the 
infantry brigade commanders. |j 

Before the infantry attack was launched on the 15th of 
September the batteries had not only fired a preparatory 
bombardment for three days and nights, but had also 
selected, built and, in some cases, actually moved to, more 
forward positions.^ 

On the 15th of September the field guns provided the 
creeping and standing barrages, while the howitzers fired 
on selected points in the enemy’s lines. Throughout the 
day the guns were handled with great boldness and enter- 

* From noon on the Stir of September until noon on the 10th the 
18-pdr. batteries of the 76th Bde., R.F.A., flred nearly 6,000 rounds 
and the howitzer battery 883 rounds. See W.D., 7Sth Bde., R.F.A., 
September, 1016. 

It is not surprising to hear that the D.A.C., whioh was now located 
at Caxnoy, had some difficulty in supplying all the demands for ammu¬ 
nition. W.D., D.A.C., September, 1910. 

t See p. 148. 

t On the 11th of September Major Hovil (A/76) assumed the com¬ 
mand of the 76th Bde., R.F.A., as Lieut.-Colonel Bethell took over 
the command of a newly formed artillery group. 

. § See p. 146. 

|| See W.D., C.R.A., Guards Division, App. 24. 

t See W.D’s., C.R.A., Guards Division, and 76th Bde., R.F.A., 
September, 1016. 
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prise. During the afternoon first the 18-pdrs. of the 76th 
Bde., R.F.A., and then those of the 74th Bde., R.F.A., 
went into action well forward on the western side of Ginchy. 
They had, however, to return to their group commanders 
later in the day when it was definitely clear that the infantry 
could make no farther progress.* * * § 

The infantry attack of the 3rd Guards Bde. and the 
61st Infantry Bde. on the 16th of September was covered 
by a portion of the artillery which fired a standing barrage, f 
but, owing to the difficulties encountered by the battalions 
of the former brigade in forming up for, and its consequent 
lateness in starting upon, the attack it appears to have 
derived little, if any, benefit from the artillery support. 

After the relief of the Guards Division on the night of 
the 16th-17th of September, the divisional Artillery supported 
an attack by the 59th Infantry Bde. (20th Division) on the 
17th.J 

From this date onwards preparations were steadily put 
in hand for the next general advance on the front of the XIV 
Corps—an advance which was destined to be delayed by 
bad weather. The batteries of the divisional Artillery were 
employed in systematic wire-cutting, in harassing the 
enemy’s communications, and in moving forward their 
guns. Some of the guns got stuck in the mud for hours 
together, and the strain upon the personnel of the artillery 
during these days was very great. Roads, such as they 
were, were often blocked by broken down lorries and trans¬ 
port, so that the task of the D.A.C., which was now supplying 
ammunition to no less than six artillery brigades, was no 
light one. Nevertheless, by the 21st of September, the 
batteries in new positions began the work of registration in 
cooperation with the R.A.F.§ 

The grouping and the tasks of the divisional Artillery 
for the battle on the 25th of September were practically 
the same as for that on the 15th. But the batteries were 

* See W.D., C.RA., Guards Division, September, 1018. 

t See W.D., 61et Bde., R.F.A., September, 1910. 

j See ib. 

§ See W.D., C.R.A., Guards Division, September, 1918. 
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now in positions in front of Guillemont and Ginchy and round 
TrOnes Wood. 

On the 25th, all went well with the infantry attack, and 
there is little to record from the artillery point of view, except 
the by no means invariable information that the infantry 
was “ highly satisfied with the covering barrage.” * 

From the 25th of September to the end of the month the 
divisional Artillery was constantly employed. It cooperated 
with the infantry of the XV Corps in the capture of Gueude- 
court and then again moved forward its guns. When the 
infantry of the Guards Division was withdrawn from the 
line, the divisional Artillery remained and covered the front 
of the 56th Division, its battery commanders being busily 
engaged in reconnoitring new gun positions on the Flers 
line for a subsequent advance upon le Transloy. But the 
operations on this part of the front were for the time being 
at an end. 

Some idea of the work performed by the gunners of the 
Guards Division on the Somme may be gathered when it is 
recorded that the D.A.C. handled 275,000 rounds during 
the month of September, and that the 18-pdrs. of the 75th 
Bde., R.F.A., fired 40,000 and its howitzers 6,000 rounds 
between the 6th and the 80 th of the month.! 

A 

* See W.D., 76th Bde., R.F.A., September, 1010. 

t See WJD’s., D.A.C., and 76th Bde., R.F.A., September, 1010. 
The camp of the D.A.C. was severely bombed by the enemy’s aero¬ 
planes on the 27th and 28th of September. No. 8 Section was located 
near the road at Carnoy and the headlights of passing lorries undoubtedly 
drew the attention of the German observers to the spot. Over 100 
horses of the Guards Division were killed and wounded In these attacks. 
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CHAPTER VII 


THE WINTER ON THE SOMME, 1916-1917—THE GERMAN 
RETREAT TO THE HINDENBURG LINE, 14TH QF 
MARCH TO 6TH OF APRIL, 1917. 

(1) The Guards in the Training Area—Preparations 
for the Winter—Work oe the Divisional R.E. 
and 4th Bn. Coldstream Guards (Pioneers) in 
the Devastated Area. 

On leaving the battle front the infantry of the Guards 
Division was given a period of training, and, in despite of 
the bad weather which prevailed throughout the month of 
October, a great deal of useful work was accomplished. In 
addition to the usual steady drill, and musketry, Lewis- 
gun and*bombing practice,* the troops did a certain amount 
of route marching and tactical exercises in the field, while 
staff rides were held for the benefit of the officers. Although 
a speedy return to open warfare was scarcely anticipated 
by the Guards after their recent experiences in the Somme 
operations, the necessity for the division being fully pre¬ 
pared for any eventuality was not lost sight of by Major- 
General Peilding and his staff. During this period of train¬ 
ing a number of non-commissioned officers belonging to 
the New Zealand Division were attached to each of the 
Guards battalions in order to obtain an insight into the 
Guards methods of discipline and drill, the value of which 
was becoming more and more apparent as the war pro¬ 
ceeded. 

, While the division was out of the line the Major-General 

* During October the 3rd Guards Bde. lost 7 men, accidentally 
wounded at bombing and trench-mortar practices,. 

■ 167 " 
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held several parades for the presentation of medal ribbons, 
and, on the 1st of November, the Guards were honoured 
with a visit from H.R.H. the Duke of Connaught, Colonel 
of the Grenadier Guards, who was accompanied by Colonel 
Sir Henry Streatfeild, Lieut.-Colonel commanding the same 
regiment. His Royal Highness held an inspection of the 
Division in a field between Dromesnil and Fresneville,* 
and all officers and other ranks, who had been decorated 
for gallantry since the beginnning of the war, were especially 
paraded, and addressed by him.f 

Preparations for the coming winter were now busily 
pushed forward by the Administrative Staff. Warm clothing 
was issued to the troops and such arrangements as were 
possible were made for their welfare in the light of the 
experience gained in the two preceding winters. 

A general overhaul of the transport was carried out, 
temporary workshops for the repair of vehicles being estab¬ 
lished in the divisional area as the nearest Ordnance work¬ 
shops were at Abbeville. The Veterinary Section made a 
thorough inspection of all the animals in the division, as 
a result of which it was found necessary to evacuate many 
of the horses—the strain upon the horses during the Somme 
operations had been particularly severe. A veterinary 
inspection of the artillery horse lines at Carnoy in November, 
where the approach to the water troughs was found to be 
knee-deep in mud, led to the adoption by all the mounted 
units of the division of special precautions against necrosis 

* The troops present on this occasion were:—The 1st, 2nd and 
8rd Guards Bdes., with their machine-gun companies and trench- 
mortar batteries; the 76th Field Company, R.E.; Nos. 8, 4 and 0 
Field Ambulances, R.A.M.C.; and detachments of the divisional 
Train and Supply Column—a force of about 10,000 men. 

f See “History of the Welsh Guards,” pp. 180, 131. Early In 
the New Year, the 28rd of February, 1917, General Lyautey, who was 
then the French Minister of War, visited divisional headquarters and 
inspected the 3rd Guards Bde. at Ville. In February the division waB 
visited by two officers belonging to H.M.S. Courageous, who spent a 
night in the trenches. Later on, just before the Guards left the Somme 
area, on the ISth of May, H.M. the King of the Belgians inspected 
the 2nd Guards Bde. On this occasion, for the first time in the history 
of the battalion, its kilted pipers preceded the 2nd Bn. Irish Guards 
on parade. 
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and mud fever during the winter months; but, even so, the 
casualties among horses were heavy. 

Although the majority of the Guards infantry remained 
in the training area until the second week of November, 
the R.E. and Ihe 4th Bn. Coldstream Guards (Pioneers) 
were not so fortunate. In the devastated area occupied 
by the XIV Corps there was so much reconstruction work 
to be done that all available labour had to be employed. 
Defence lines had to be laid out and dug, roads had to be 
constructed and repaired, huts and horse-standings had to 
be erected. On the 6th of October, therefore, the 4th Bn. 
Coldstream Guards (Pioneers) was ordered forward and the 
55th and 75th Field Companies, R.E., soon followed the 
battalion.* 

The Pioneers were chiefly employed in making a corduroy 
road from Bernafay Wood to Tr6nes Wood; in cutting the 
necessary timber and filling in the shell-holes and craters; 
and in loading and unloading wagons. The Field Companies, 
R.E., worked on the erection of huts in the infantry camps 
which were being formed along the Montauban—Camoy 
road. 

On the 6th of November the 4th Bn. Coldstream Guards 
(Pioneers) returned to the division and two of the infantry 
battalions were sent forward to work on the roads. 

* “The unfortunate Pioneers and two and a half Field Com¬ 
panies were soon hauled baok by the corps for road-making, etc. 
They had a poor time of it. On my return from leave I found that 
my command had dwindled to half a Field Company. I had great 
difficulty in locating and visiting the other R,E. and the Pioneers. 
They had been largely kept hanging about waiting for materials. 
I determined never again to let them go up alone, as they were neither 
properly looked after nor worked j and much valuable time was wasted 
which should have been devoted to training. This is a subject upon 
which all C.RJS.’s of divisions are eloquent 1 ” Extract from a note 
supplied by Lieut.-Colonel Brough, CJR.E., Guards Division. 
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(2) The Guards relieve the 17tii Division in tiie Line, 
13th or November—Method or holding t he 
Front—Relief or the Guards by the 5th Aus¬ 
tralian Division, 21st op November. 

The Guards relieved the 17th Division in the left sector 
of the XIV Corps front on the 13th of November, divisional 
headquarters being established in Bernafay Wood the follow¬ 
ing day. For tactical purposes the three Guards brigades 
were now divided into two groups which carried out their 
own reliefs. The right group was composed of the 1st Guards 
Bdc., together with the 1st Bn. Coldstream Guards * and 
the 2nd Bn. Irish Guards; the left group consisted of the 
8rd Guards Bde., to which were attached the 3rd Bn. 
Grenadier Guards and the 1st Bn. Scots Guards. By the 
institution of this system the troops could count upon 
occupying the same front, support or reserve trenches in 
turn, as the various battalions always remained in the same 
sectors of the divisional front; whilst one brigade head¬ 
quarters, one machine-gun company and one trench-mortar 
battery were held in reserve, available for reliefs which were 
regularly carried out by means of a roster. 

The front taken over by the Guards ran along the spur 
of high ground lying east of Lesboeufs on the right and 
Gueudecourt on the left.f Although the front trenches were 

* On the 12th of November Liout.-Colonel G. B. S. Folictt replaced 
Lieut.-Colonel R. B. J. Crawford in the command of the 2nd Bn. 
Coldstream Guards, the latter succeeding Lieut.-Colonel J. Campbell, 
who left the division to command an infantry bdc., in the command of 
the 3rd Bn. of the same regiment. Major E, B. Gregge-Hopwood 
succeeded Lieut.-Colonel Follett in the command of the 1st Bn. Cold¬ 
stream Guards. Lieut.-Colonel Follett was wounded towards the end 
of November and Captain L. M. Gibbs was in command of the 2nd 
Bn. Coldstream Guards from the 25th of that month until the 7th of 
March, when Lieut.-Colonel Follett reassumed the command. 

t In front of Lesboeufs it was much the same line as the Guards 
had left at the end of September. After the capture of the Combles— 
Morval—Lesboeufs—Gueudecourt line (25th-28th of September) Sir 
Douglas Haig had intended to push forward at once against the enemy’s 
system of defences covering the villages of le Transloy and Beaulen- 
court and the town of Bapaume. A necessary preliminary to an attack 
upon these positions was thecapture of the spur lyinKbetweenleTransloy 
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fairly deep, there were no communication trenches, and the 
journey over the open across the devastated area from the 
reserve line was a lengthy and laborious process which severely 
tried the physical endurance of all ranks.* There was a 
desperate shortage of duck-boards, trench grids and other 
R.E. stores; but, nevertheless, the Guards battalions, 
assisted by the Field Companies, R.E., did much useful 
work on the defences and communications before they were 
relieved in the line by the 5th Australian Division, although 
the rain which fell steadily during their last days in this 
sector of the line did much to destroy what they had accom¬ 
plished. 

The relief began on the 21st of November, and, on its 
completion, the Guards Division was withdrawn to the area 
round M6aulte preparatory to relieving the French farther 
to the south. Except for a certain amount of hostile artillery 
fire, this short period in the line was uneventful—the weather 
and the state of the ground made any further infantry 
action impossible on this part of the Somme front.f 

and Lesboeufs and the high ground round Sailly-SaUlisel. The 
unfavourable weather throughout October, which converted the whole 
battle area into a morass, greatly interfered with operations, but, 
nevertheless, the French succeeded in capturing Sailly-Saillisel, and 
the British had readied the crest of the le Transloy Spur by the end of 
the first week in November. See “ Sir Douglas Haig’s Despatches,” 
pp. 47, 48. 

* “ There were no communication trendies and, in that windy 
waste of dead weed and wreckage, no landmarks to guide the eye. 
Trench equipment was utterly lacking, and every stick and strand 
had to be man-handled up from Ginchy. ... It was a test, were one 
needed, that proved all ranks to the uttermost. The heroism that 
endures for a day or a week at high tension is a small thing beside that 
habit of mind which can hold fast to manner, justice, honour and a 
show of kindliness and toleration, in despite of physical misery and the 
slow passage of bleak and indistinguishable days.” See “ The Irish 
Guards in the Great War,” vol. i. pp. 193,194. Cf. ” The Grenadier 
Guards in the Great War,” vol. ii. p. 152. 

t The casualties reported in the division during the period (18tli- 
31st of November) amounted to 8 officers and 257 other ranks. 
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(3) T he Guards relieve the French at Sailly-Saillisel, 
4th of December—Bad condition of the new 
Front—Work of the Guards in the Line—Their 
Relief by the 20tii Division, 1st of January, 1917. 

The relief by the Guards of the IX French Corps was 
safely accomplished by the 4th of December, on which day 
divisional headquarters was established in deep dug-outs 
at Arrow Head Copse a little to the south-west of Guille- 
mont.* On the 7tli, the Division took over some more of 
the line on the right from the 39th French Division, and the 
Guards sector of the front then ran from the eastern and 
north-eastern outskirts of Sailly-Saillisel on the right to a 
point behind the Morval—lo Transloy road about one and a 
half miles north-cast of Morval. The possession of the high 
ground at Sailly-Saillisel was of the utmost importance to 
the defence of the divisional area, as it commanded the whole 
of the Combles valley. A defensive ilank was formed, 
therefore, with machine guns disposed in depth from the 
village of Sailly-Saillisel to Mouchoir Copse. From this 
flank excellent observation could be obtained over the 
enemy’s positions and the British trenches could be drained 
into his line. 

But during the winter months of 1916-1917 on the Somme 
there was little to be feared from the enemy. Rain and snow 
made the activities of the Germans a matter of secondary 
importance, and, bad as were the conditions on the British 
side of the line, those on the German side were probably 
worse. 

On the front of the Guards Division the line was held as 
a series of posts—“ islands ” in the mud f—about 20 yards 

* The taking over of this sector of Iho line was a somewhat com¬ 
plicated proceeding, especially for the divisional Signal Company, 
as the French signal system was very different from the British. There 
was, too, considerable congestion in the French camps behind the line, 
most of which were in an unfinished condition. The bad weather of 
course added to the difficulties of the situation. 

t “ Two days in and two days out of the trenches became the 
routine till the end of the month, and by degrees the * islands' were 
made habitable.” See “ The Grenadier Guards in the Great War,” 
vol. ii. p. 166. 
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apart, and reliefs had to be conducted over the open, although, 
in places, the enemy’s posts were not more than 40 yards 
distant. So terrible was the condition of the ground that 
men often sank up to their thighs in the mud and had to be 
dug out.* The area in rear of the front line was little better.f 
The rest camps—although the sight of the blazing braziers 
at Bronfay and Malzhorn Farm camps became very welcome 
to the exhausted men who at last succeeded in Ending their 
way down to them from the line—were seas of mud, while 
the state of the wagon lines of the divisional Train at Carnoy 
was so appalling that horse-drawn sledges had to be used to 
get the forage from the road to the horses.$ 

The distances to the front trenches were very great, the 


* “ Unless the men in the trendies, already worn out with mud- 
wrestling to get there, kept moving like liens on hot plates, they sank 
and stuck. (' It is funny, maybe, to talk about now, that mud-larking 
of ours; but to sink, sink, sink, in the dark and you not sure whether 
they saw ye or could hear you, puts the wind up a man worse than 
any tiling under Heaven. Fear ? Fear is not the word. ’Twas the 
Somme that broke our hearts. Back, knees, loins, across your chest— 
you were dragged to pieces, dragging your own carcase out of the 
mud.’) ” See “ The Irish Guards in the Great War,” voh ii. p. 117. 

t At the beginning of December, 1016, “ Works ” battalions were 
formed in the divisions in the Somme area for the purpose of keeping 
tlic existing roads in a state of repair, the Labour battalions being unable 
to cope with the situation without additional help. These Works bat¬ 
talions worked under the chief engineers of corps and had the necessary 
technical advice regarding road making and repair given to them by 
tlic corps roads oillccrs. The hours of work were very long, but the 
work itself was usually outside the shelled area, and so the personnel 
of the battalions, composed chieily of non-commissioned oillccrs and 
men who had had considerable war service, had a chance of resting 
their nerves after the hard lighting of the summer and autumn. In 
the Guards Division the personnel of tlic Works Battalion was found 
equally from every battalion, except the 4th Bn. Coldstream Guards 
(Pioneers), and had a total strength of between 600 and 000. It 
was organized in four companies, and was commanded by Major G. J. 
Edwards, 4th Bn. Coldstream Guards, who had under him a second- 
in-command, an adjutant and 12 company officers. Accommodation 
was found for the battalion for the first month in a hutted camp near 
Carnoy. It was then moved to dug-outs in Maurepas ravine, and then 
to a camp between Bernafay and Tr6nes Woods. It was disbanded 
in April, 1017. During its 4J months’ existence, 1,300 other ranks 
passed through the battalion. 

$ Nearly 1,000 animals had to be evacuated from the division 
durum November and December. 
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roads when the Guards arrived in the area were well-nigh 
impassable, and the going across country over the shell-torn 
battle-field was most exhausting. 

The R.E., Pionceers and infantry all worked with tireless 
energy to improve the line and the communications in rear. 
The three existing communication trenches had finally to 
be abandoned and duck-board tracks were laid down.* In 
the front line the coils of French wire were replaced by barbed 
wire; intermediate and reserve lines of defence were sited 
and laid out by the R.E.; f dug-outs were made; J huts 
were erected in the back areas; and roads and tracks were 
constructed, repaired and maintained so far as was humanly 
possible.” § 

* The task of repairing and maintaining the communication 
trenches was entrusted to the 4th Bn. Coldstream Guards (Pioneers). 
It was found impossible to keep them open as any kind of drainage 
was out of the question among the shell-holes, and so the Pioneers 
were told to lay down duck-walks. “ They soon proved themselves 
adepts at this work, and the supply of trench grids reviving, wc quickly 
had a net-work of duck-walks, leading all over llie front area.” Extract 
from note supplied by Lieut.-Colonol Brough, C.R.E., Guards Division, 

t The ll.E. were largely concentrated on the construction of an 
intermediate line, which was to be the main line of resistance in the 
event of a big attack. This line was selected by the G.S.Q.l and the 
C.R.E. It was wired (with gaps) throughout, certain of the most 
important points in the trench system being dug to lull depth and 
revetted. Macliine-gun positions on the flaulc were selected, and the 
general scheme of flank protection settled in conjunction with the 
divisions on the right and left. 

f “ We had a tunnelling company allotted to us, and decided at 
once that front line mining was useless. So we started deep dug-outs 
for our battalion and brigade headquarters in the valley facing north 
from Haic Wood. . . . These dug-outs were a great success, as may be 
gathered from the fact tliatatleastthree divisions claimed they had made 
them 1 ” Extract from note supplied by Lieut,-Colonel Brough, 
C.R.E., Guards Division. 

§ The care of the important road from Combles leading to Haie 
Wood and the front line was entrusted to the 4th Bn. Coldstream 
Guards (Pioneers) and the task of keeping it in repair was a very 
onerous one. It was so much cut up by the incessant passage of lorries 
and wagons taking up ammunition for the artillery and R.E. stores 
that Major-General Feilding felt bound to tell the corps commander 
that it was out of the question to keep it in a state of good repair. 
He pointed out that the road was tire main approach to the front line, 
and that, if it were shelled by the enemy’s artillery, the approaches to, 
and exits from, Combles might easily be blocked. He suggested an 
extension of the Decauvillc railway line to relieve the traffic pressure 
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At the beginning of December the divisional railhead 
was moved to Plateau, south of Carnoy, which was far enough 
forward to make it possible to dispense with the Supply 
Column, and, as the Decauville railway line to Combles 
ran past this spot, a special siding was erected for divisional 
purposes. The French provided the necessary rolling stock, 
and, from the 16th of December onwards, rations were 
divided into platoon portions at railhead and then sent up 
to Combles for the troops in the line. Fuel and water were 
also conveyed by the same train which left the siding at 
noon daily. In consequence, too, of this use of the light 
railways, the horses and vehicles of the divisional Train 
became available for the carriage of road material in the 
forward area.* 

Throughout December, although the visibility was bad, 
the artillery on both sides was fairly active. The Guards 
divisional Artillery, which relieved the French gunners early 
in the month, carried out a regular programme of “ shoots ” 
on the enemy’s trenches and communications. The German 
artillery usually took up the challenge and most of the 
casualties at this time were due to shell fire.f 

On the 1st of January, 1917, the relief of the Guards 
by the 20th Division began, and, on its completion, the 

on the road. See W.D., Guards Division, App. 1228. During the time 
the Guards were in this sector of the line the Germans shelled Morval 
with fair persistency, but, owing no doubt to the bad weather which 
prevented air reconnaissance, they did not discover the main traffic 
route. 

* The 17th Division lent the Guards 40 wagons and teams, and, 
when these were no longer available, the 20th Division came to the 
rescue with 23 wagons and teams. 

f On the 20th of December A/76 and C/7C were heavily shelled, 
but only one man was slightly wounded. At Christmas—which was 
celebrated by all units in the division as enjoyably as the unpleasant 
conditions permitted—a series of special artillery bombardments was 
arranged in order that the enemy should clearly understand that no 
kind of fraternization would be tolerated. Afew Germanswho wandered 
into the line boxe eloquent testimony to the loss and damage caused 
on their side of the line by the British artillery. The casualties in the 
Guards Division during this tour of duty in the line appear, to have 
amounted to 0 officers and 855 other ranks, exclusive of those evacuated 
for sickness. Considering the weather conditions and the state of 
the line, the amount of sickness was surprisingly small, 



19G T HE "WINTER ON THE SOMME, 1910-1917 


division was concentrated in the Meanltc—Corbie—Ville 
area with its headquarters at Corbie.* 


(4) Work op the Divisional Artillery during the 
months oe October and November, 1910. 

When the infantry of the Guards Division was withdrawn 
from the line at the end of September, the artillery remained 
in the battle area. The battery positions of all four brigades, 
R.F.A., were in the vicinity of Trones Wood, Bernafay 
Wood and Guillemont, and north-east and south-east of 
Ginchy. The D.A.C. was still located at Maricourt. 

A succession of infantry attacks during the month of 
October gradually pushed forward the line of the XIV Corps 
towards the crest of the spur of high ground which over¬ 
looked le Transloy from the west and south-west and gave 
observation over the country beyond. These operations, 
in which the 4th, 6th, 8th, 20th and 56th Divisions all took 
part, provided continuous employment for the gunners,f 
but the almost incessant wet weather made their work very 
difficult. Ammunition had often to be brought up to the 
gun positions on pack horses as no wheeled vehicles could be 
drawn through the mud, and the conditions of life for the 
personnel of the batteries were deplorable. 

By the 10th of October the 18-pdr. batteries of the 7Gtli 
Bde., R.F.A., had advanced and were in action between 
Gueudecourt and Lesbceufs. D/70 put two howitzers into 
the latter village and, later on, established the other two 
in a sunken road south of Gueudecourt, In the arduous 
work entailed by these moves over the heavy ground the 
artillery received much assistance from the personnel of the 
trench-mortar batteries, who spent the greater part of October 

* Corbie now became tlio railhead. This again necessitated the 
employment of the Supply Column, 

t The G.O.C. the 8th Division complimented the Guards divisional 
Artillery upon the accuracy of its barrages and the promptitude with 
which it responded to calls fov assistance hy tire infantry of ids 
division. 
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working on gun positions, dug-outs and tracks. The 75th 
Bde., R.F.A., by the 12th of October, was in positions near 
Guillcmont. There were no infantry attacks during the last 
ten days of October, and, consequently, there was less work 
for the 18-pdrs., but the howitzers, in conjunction with the 
corps heavy artillery, fired steadily into Beaulencourt, 
le Transloy, Riencourt and Villers-au-Flos.* 

On the 81st of October the personnel of the 76th Bde., 
R.P.A., was withdrawn from the line for a short rest, leaving 
a guard over their guns.f 

At the beginning of November the divisional Artillery 
gave effective support to the 88rd Division which carried 
out a minor operation. The enemy’s artillery fire was very 
heavy about this time, but it does not appear to have been 
particularly well-directed. The 74th Bde., however, suffered 
several casualties and had one gun destroyed and two 
buried. 

On the 11th of November the divisional Artillery, after 
handing over its guns and ammunition to the gunners who 
remained in the battle zone, went back to Mdaulte where 
the reorganization into 6-gun 18-pdr. batteries was effected. 
By this arrangement the 61st Bde., R.F.A., ceased to exist, 
its twelve 18-pdrs, being equally divided between the 
74th and 75th Bdcs., each 18-pdr. battery of these 
brigades being thus expanded to six guns. The 76th Bde. 
received no fresh guns and now comprised only two 18-pdr. 
batteries (“ A ” and “ B ”), each of six guns. This re¬ 
organization did not affect the “ D ” batteries in any of 

* Some figures are available with regard to the ammunition ex¬ 
pended during October. The 74th Bde., R.F.A., fired 45,700 rounds 
from its guns and 5,085 rounds from its howitzers. The task of the 
D.A.C. may be judged from the fact that 120,018 rounds of gun and 
howitzer ammunition were supplied to the brigades., In addition 
to this, the, Column was engaged in extensive salvage operations, 
sending 243,550 fired cartridge eases; 2,860 rounds of gun ammunition; 
205,690 rounds of S.A.A.; 2,078 rounds of Stokes mortar ammunition; 
and 8,507 hand grenades back to railhead. Nearly 0,800 rounds of gun 
ammunition was recovered, found fit for use and re-issued. 

f Casualties in the brigades during the month were not heavy. 
The 01 St Bde., R.F.A., lost 1 officer and 8 other ranks and the 74th 
Brie., 1 officer and 13 other ranks. 
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the brigades, the armament of which still consisted of four 
howitzers.* 

For the remainder of November the three brigades rested 
and trained in the Hangest area. But the D.A.C. sent a 
section forward again, on the 28rd of November, to work 
with the siege artillery in the corps line. 

At the beginning of December the 75th and 76th Bdes., 
R.F.A., took over positions from the French artillery 
and formed the right group covering the Guards Division 
in the line. Both brigades were in action by the 6th of 
December north of Frdgieourt and round Combles.f 

The D.A.C. (less No. 8 Section) was now concentrated 
at Carnoy and ammunition dumps were formed at Plateau 
Siding and at Combles.J 


(5) The Guards relieve tiee 8th Division between 

Rancourt and Saillisel, 11th of January—Work 

IN THE NEW SECTOR— SEVERITY OF TIIE WEATHER— 

German withdrawal on the Ancre. 

Almost immediately after the Guards came out of the 
Sailly-Saillisel sector of the front, orders were received for 
them to relieve the 8 th Division farther to the south. 
This relief was completed by the 11th of January, divisional 
headquarters being established in dug-outs at Maurepas. 

The line now taken over by the Guards Division ran along 
the forward slope beyond the Pdronne—Bapaume road with 
the right just north of Rancourt and the left on the south¬ 
western outskirts of Saillisel. The German positions lay 
along the western edge of St. Pierre Yaast Wood, and, on 
the extreme right, were only about 50 yards from the British 
line. 

* Lieut.-Colonel F. A. Buzzard, R.A., who had commanded the 61st 
Bde., R.F.A., since October, 1915, assumed the command of tlxc 74tli 
Bde., R.F.A., on the reorganization of the divisional Artillery. 

t One battery was subsequently moved to positions near Mouoboir 
Copse. 

$ No. I Section resumed duty as S.A.A. Section for the infantry. 
No. 8 Section was brought up to Morlancourt about the middle of the 
month. 



WORK IN THE NEW SECTOR 199 

The group system * was now abandoned and the 2nd 
Guards Bde. took over the front with the 3rd Guards Bde. 
in support at Priez Farm and Maurepas.f The 1st Guards 
Bde. remained in reserve in the M^aulte—Ville—Maricourt 
area where the work of training was continued and a number 
of Canadian non-commissioned officers were attached for 
instruction.^ 

When the Guards went into their new sector, they found 
that the position was a good one as the front line outposts 
just topped the Sailly-Sailliscl—Rancourt ridge, and there 
was a fine field of view. In rear of these posts behind the 
ridge the troops of the 2nd Guards Bde. dug an excellent 
support line, and, farther back still, the 4th Bn. Coldstream 
Guards (Pioneers) soon completed a reserve line formed out 
of a series of posts which were already in existence when the 
division went into the line.§ The communications in the 

* See p. 100. 

t Brig.-General J. Ponsonby went on sick leave to England on the 
28th of November. He did not return to the division until the 20tli 
of March, 1017. During this period Lieut.-Coloncl Lord I-Ieniy Seymour 
commanded the 2nd Guards Bde. Lieut.-Colonel G. C. Hamilton suc¬ 
ceeded Lord Henry Seymour in the command of the 4th Bn. Grenadier 
Guards until his appointment as an instructor at the Senior Officers’ 
School at Aldershot in April, 1917, when Captain (Brevet-Major) 
Viscount Gort assumed the command of the battalion. 

$ On the 27th of December, 1917, Brig.-General Pereira had relin¬ 
quished the command of the 1st Guards Bde., much to the regret of all 
ranks in the brigade, on his appointment as G.O.C. 2nd Division. He 
was succeeded in the command of the 1st Guards Bde. by Brig.-General 
G. D. Jeffreys, whose return to the division was a popular event. 
Lieut.-Colonel W. II. Darell, A.A., and Q.M.G., left the divisional 
staff on the 28rd of December on his appointment as D.A. and Q.M.G. 
IV Corps. His place was taken by Lieut.-Colonel F. G. Alston, who 
remained with the division in this capacity until the 6th of December, 
1918, when he returned to England and was succeeded by Lieut.- 
Colonel I-I. L. Aubrey Fletcher. 

§ “ Strangely enough these posts, though dug in shell-torn and 
apparently water-logged ground, remained tolerably dry, the yellow 
clay being fairly impervious.” Extract from a note supplied by 
Licut.-Colonel Brougb, C.R.E., Guards Division, 

A portion of a tunnelling company was still with the Guards and 
was employed in making deep dug-outs in the support line, which soon 
supplied excellent accommodation. Underground company head¬ 
quarters were also made, and the 4th Bn. Coldstream Guards (Pioneers) 
constructed one large battalion headquarters, which was subsequently 
used as an advanced britrade headquarters. 
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sector were good, the left of the hue being fed by the 
Combles—Sailly-Sailliscl road, and the right by the Comblcs— 
Rancourt road. Both these roads required a good deal of 
attention and repair, but they were kept in order as far for¬ 
ward as possible.* * * § There were no communication trenches, 
duck-board tracks leading up to the front from convenient 
points on the two main roads.f The R.E. set to work upon 
the construction of an intermediate line, and, before the bad 
weather, which brought all work to a standstill, set in, had 
completed the wiring, traced the new line in detail and mined 
dug-outs for the flanking machinc-gun positions.! 

In view of the fact that the defences required so much 
work expended upon them, and in order that the troops 
might make themselves familiar with the new ground with 
as little interruption as possible from the enemy, a strictly 
defensive attitude was adopted by the 2nd Guards Bdc. 
during its first week in the trenches. Then the following 
notice was issued from brigade headquarters with orders 
that it was to be thrown into the German line :—“ Warning. 
All Germans exposing themselves after daylight to-morrow, 
January 19th, will be shot. By order.” Just before dawn 
on the 19tlx, therefore, the warning notices were taken out 
by a party of the 1st Bn. Scots Guards and handed to a 
German officer at one of the enemy’s posts. This meeting 
took place outside the enemy’s wire, and it was observed that 
there were about seven men in the post, apparently well-fed 
and of good moral. Unfortunately, the German officer knew 
no English and his men were equally ignorant of the language, 
so the warning was translated to the officer who promised 
to make it known to the Germans in the vicinity. On the 
part of the front occupied by the 2nd Bn. Irish Guards,§ 

* The work on these roads was carried out by the 4 th Bn. Coldstream 
Guards (Pioneers). 

f A 40-om. tramline was laid to the support line so that the provision 
of stores to the troops in the trenches was a comparatively easy matter. 

X The R.E. had also plenty of work in the back area. Additional 
shelters were erected, a bathing establishment was fitted up near 
Maurepas; brigade headquarters were rendered habitable; Bronfay 
Farm was rebuilt as a recreation room, bathhouse and garage. 

§ Lieut,-Colonel P. L. Reid, commanding the battalion, who 
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Pte. King and one other man went out about C.30 a.m. with 
the notices pinned to boards which it was intended to plant 
in the enemy’s wire. This was successfully accomplished, 
but, as he was crawling away, Pte. King noticed a German 
behind the enemy’s parapet. Several other Guardsmen, 
who had followed the notice bearers, immediately covered 
the German with their rifles and Pte. King called to him to 
come over the wire. After a little not unnatural hesitation, 
the German did as he was requested, and met Pte. King whilst 
other Germans looked on. As the German did not under¬ 
stand English, Pte. King—who had served in the Malay 
Police—tried him with Chinese and Malay with equal want 
of success. Then he handed over the warning notice with 
the admonition “ Shoot 1 Pom-pom ! Give it to an officer.” 
The German seemed to grasp his meaning, and retired 
promptly to his own trench, where about forty of his Mends 
were observed to crowd round him. They were oldish men, 
who looked tired and depressed. During this historic inter¬ 
view the German, whose overcoat bore the numerals “ 357,” 
endeavoured to look at Pte. King’s shoulder straps, but 
the latter was wearing a leather jerkin in order to conceal 
them, and so defeated the enemy’s curiosity. It was noted 
that the German trenches were in good condition, and that the 
ground fell away behind them into St. Pierre Yaast Wood.* 

Shortly after this declaration of war had been delivered 
there was a heavy fall of snow followed- by a very severe 
frost, which put an effectual stop to all digging and revetting, 
and little could be done in the front area except the carrying 
up of materials for use when the thaw came.f 

relumed from hospital in October, 1010, became ill again early in 
January, 1917, and had to be evacuated. Major E. B. Greer succeeded 
him iu the command. 

* See W.D., 2nd Guards Bde., January, 1917, Apps. 82 and 88a ; 
cj. “ The Irish Guards in the Great War,” vol. ii. pp. 126,127. 

t “We started taking up stores to the sites where they were 
required in case of a thaw, but even this work had to cease for we 
soon had enough materials on the ground for all our requirements. 
I estimate that the frost penetrated six feet into the ground. We 
tried some experiments in blowing the ground up with explosives and 
came to the conclusion that it was almost as slow and expensive as 
blasting sound rook. The trreat curse at this period was lank of fresh 
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There was no infantry action on the front of the Guards 
Division during this period, and the bad visibility limited 
to a great extent the work of the gunners. Nevertheless, 
the divisional Artillery, which relieved that of the 8th Division 
on the new front on the 11th, 12th and 13th of January,* 
in accordance with the artillery policy of the Fourth Army, 
maintained a regular programme of harassing fire and carried 
out certain special bombardments and wire-cutting opera¬ 
tions. Some of the batteries were hampered at times by 
the enemy’s aerial activity, and the gun positions near 
Haie Wood were heavily shelled on one or two occasions. 
On the 8th of February troops of the 17fch Division on the 
left of the Guards carried out a minor operation and the 
Guards divisional Artillery cooperated in the attack firing 
in the creeping and standing barrages. The 3rd Guards 
Bde. Machine-Gun Company also assisted the operation 
with overhead fire.f 

On the 16th of February thewcather had improved and the 
enemy’s aircraft bombed the XIV Corps ammunition dump 
at Plateau siding, causing a great deal of damage. The dump 
was set on fire early in the morning and continued burning 

meat and vegetables. Eternal bully-beef is not good fare.” Extract 
from a note supplied by Lieut.-Colonel Brough, C.R.E., Guards Division. 
The work of the divisional Signal Company on the reorganization of 
the communications was greatly impeded and delayed by the frost. 
The cold weather, too, was a source of much trouble to the machine 
gunners, as their guns could only be kept in working order by a free 
use of hot water and glycerine and the cartridge bells were frozen 
stiff. 

* The 74tli Bde., R.F.A., whose howitzer battery had been replaced 
by that of the 75th Bde., occupied positions near I-Ihic Wood with one 
battery in front of Arderlu Wood. This brigade formed the group 
covering die left of the divisional line. The right group consisted of the 
7fldi Bde., H.F.A., which had taken over the guns of the 8th divisional 
Artillery in positions behind Frdglcourt and near Bois Douage and 
Arderlu Wood. In addition to these two groups, two siege batteries 
of 6-in. guns covered the whole of the Guards front. 

The 76thBde., R.F.A., was withdrawn from the lino early in January 
and became an Army Bde.—its howitzer buttery, however, was posted 
to the 74th Bde. as D/74 had been split up between D/76 and D/70 in 
order to bring up the number of howitzers in each of those batteries to 
six, the number laid down in the new artillery establishment. 

f The 4th Guards Machine-Gun Company arrived at Plateau siding 
from England on the 28rd of March. See Appendix VI, 
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throughout the day, and divisional railhead had to be 
moved to Grovctown siding for two days and all road traffic 
had to be diverted through Bray and Suzanne. The enemy’s 
artillery about this time became much more active, its fire 
being mainly directed on the front line and the Combles— 
Rancom’t road. On the 3rd of February the positions held 
by the King’s Company, 1st Bn. Grenadier Guards, were 
barraged and a half-hearted attempt was then made by the 
enemy’s infantry to raid them. No Germans succeeded in 
getting near to the Grenadiers, who only suffered 4 casualties. 
A week later the same company drove back a hostile 
bombing attack without loss.* 

By the 24th of February it was known that the Germans 
had withdrawn from Miraumont and Pys,f and the following 
day patrols were sent out in order to report whether there 
were any signs of a withdrawal opposite the Guards. These 
patrols were heavily fired upon before they reached the 
enemy’s wire, but some of the 1st Bn. Irish Guards cut their 
way through the wire and engaged the Germans before 

* On the 5th of February a German shell unluckily fell among the 
King’s Company, wounding four non-commissioned officers. One of 
them, Sergeant-Major Bradbury, had both his legs blown off. “. .. it 
was plain to everyone, including himself, that he could not live. As 
he was being borne away he asked to speak to the Adjutant, Captain 
Pcarson-Grcgory, who at once came up thinking it was some personal 
request or last wish the dying man wanted to communicate. * You 
won’t forget, Sir,’ said Bradbury, * the Battalion has to find a fatigue 
party of a hundred men to-morrow early.’ . . . His sole idea, to the 
. very last, was to do his duty to the Battalion.” See “ The Grenadier 
Guards in tire Great War,” vol. ii. p. 104. 

f The capture of Beaumont Hamel (18th~18tli of November, 1916) 
had secured to General Gough’s Army the command of the valley of 
the Ancre on both banks of the river at the point where it entered the 
German lines. In January, 1917, operations, designed for the purpose 
of driving the enemy from the remainder of the Beaumont, Hamel 
spur, were recommenced and steadily proceeded with. The spur was 
captured on the 11th of January and the Germans were driven out of 
the rest of the Ancre valley south of Serre hill on the 5th of February. 
The next day they evacuated their positions lying between Stuff 
lledoubt and Grandcourt, and the troops of General Gough’s Army, 
continuing their pressure, moved forward up the Beaueourt valley. 
On the 17th, the actions of Miraumont were fought which resulted in the 
British gaining complete command over the enemy’s defences and 
round Pys and Miraumont. Both these villages were then evacuated 
by the Germans. 
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retiring to their own line with I officer and 4 men wounded.* * * § 
Four days later patrols again reconnoitred the enemy’s 
trenches and posts. This reconnaissance, which took place 
late in the day after an attack had been made by troops of 
the 29th Division on Palz trench at Saillisel,f found the 
Germans in strength and fully prepared to defend them¬ 
selves. 


(0) Extension of the Divisional Front—German with¬ 
drawal TO THE IIlNDENJBURG LlNE—PURSUIT BY 
the Guards—Difficulties of the Advance—-Tiie 
Guards ordered to consolidate their new 
positions. 

In the first week of March the front of the Guards Division 
was extended to the left, the 3rd Guards Bde. relieving a 
brigade of the 29tli Division as far northward as Sailly- 
Saillisel. The XIV Corps had now only two divisions in the 
line—the Guards on the right and the 20tli Division on the 
left.J 

A general withdrawal of the German Armies to the 
Hindenburg Line had been anticipated for some time past 
by the Intelligence Branch of the British General Staff. § 
The marked increase in the volume of hostile artillery fire, 
therefore, which began early in March and grew in intensity 
as the days went by, was interpreted by the Guards as a 
sign that the enemy’s retirement from that particular sector 
of the line was timed to take place in the near future—his 
gunners were clearly firing away their surplus ammunition 

* See “ Tlie Irish Guards in the Great War,” vol. ii. pp. 209, 210. 

t The divisional Artillery and the machine-gun company attached 
to the 2nd Guards Bdc. assisted in this attack. The trench in question 
was captured by the troops of the 29th Division, but subsequently 
half of it lvad to be abandoned owing to the severity of the enemy’s 
artillery fire. 

t About tills date some of the guns were withdrawn ou this part of 
the linc-r-the artillery left to cover the whole of the XIV Corps front 
consisting of three army brigades, the Guards divisional Artillery 
and one brigade of the 29th divisional Artillery. 

§ See “ Sir Douglas Haig’s Despatches,” p. 71. 
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preparatory to moving back their guns.* * * § The vigilance 
of the watch maintained upon the enemy’s trenches was 
redoubled, and all preparations were made by Major-General 
Feilding and his stall to enable the pursuit of the enemy 
to be taken up at a moment’s notice. The method of advance 
to be adopted by the infantry was settled; forward artillery 
positions were reconnoitred; and dumps of the R..E. and 
other stores necessary for an advance were formed and 
placed as near as possible to the front.j‘ 

Patrol encounters now became frequent, and fires could 
be observed behind the enemy’s lines. On the night of the 
18th of March, however, when the Germans actually began 
their withdrawal opposite the Guards Division, no thin g 
unusual was noticed, and it was not until the afternoon of 
the next day, when the enemy began firing at his own forward 
trenches, that the departure of the German infantry from its 
front line positions was discovered. { 

At dusk that evening, the 14th of March, the Guards 
battalions in the front line § pushed forward and took 

* “ Not till towards inid-March did the much-wrlttcn-of German 
‘ crack ’ afreet tlieir chilly world. The C.O.’s of the Battalions con¬ 
ferred at Brigade Headquarters on the 18th to discuss the eventuality, 
and in the middle of it the Major-General came in and announced there 
was good reason to think that the retirement in front of them would 
begin that night.” See “ The Irish Guards in the Groat War," vol. il. 
p. 131. 

t material for repair of roads; artillery bridges; posts, 
notice boards and tapes for marking tracks j ropes, buckets and wind¬ 
lasses for wells; crowbars and explosives; tools of all kinds. 

X It is difficult to decide deilnitely who actually first entered the 
German line and found it empty. Captain D. H. Brand is credited with 
having walked along the enemy’s trench on tire edge of St. Pierre 
Vaast Wood and found it empty. No mention is made of his having 
been aocompanied by anyone else. See W.D., 1st Bn. Scots Guards, 
March, 1017. The 75tlr Bdc., R.F.A., states In its diary that Second- 
Lieutenant Cropper of D/75, who was acting as F.O.O., entered the 
German trench at 2 p.m. on the 14th of March with an infantry patrol 
and at once reported the enemy’s withdrawal. The 74tli Bde,, R.F.A., 
reported that a “ F.O.O. went Into the wood with an infantry officer." 
See W.D’s. 75th and 74th Bdes., R.F.A., March, 1917. 

§ In the right sector of the divisional front (2nd Guards Bde.) 
were the 1st Bn. Scots Guards and 1st Bn, Coldstream Guards, on the 
right and left respectively; in the left sector (1st Guards Bde.) the 
1st Bn. Irish Guards on the right and tire 2nd Bn. Coldstream Guards on 
the left were holding the Hue, 
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possession of the German front posts and trenches. On the 
right of the line patrols of the 1st Bn. Scots Guards, which 
were sent on into St. Pierre Vaost Wood, had some skirmish¬ 
ing with the enemy and suffered several casualties, but other¬ 
wise there appears to have been little or no opposition to 
this —the first stage of the advance. 

As the gunners had already settled upon their new 
positions, they were able to take forward their guns without 
delay, and thus during the next few days it was possible for 
the infantry to push forward the outpost line with the support 
of the artillery.* But the advance was by no means a rapid 
one. The local opposition of the skilfully posted German 
rearguards and the heavy fire of the enemy’s guns, combined 
with the difficult nature of the country, made it necessary 
for the troops to advance with great caution—the whole 
movement was carried out with the precision of the drill- 
book, with perfect discipline and with steady persistency. 

At 7 a.m. on the 15th of March the 1st Bn. Scots Guards 
advanced into St. Pierre Vaast Wood, keeping touch with 
troops of the 8th Division on its right and with the 2nd Bn. 
Irish Guards, which had relieved the 1st Bn. Coldstream 
Guards, on its left. The Scots Guards met with no opposition, 
but the advance of the 2nd Bn. Irish Guards was checked 
by the enemy’s long range machine-gun and artillery fire, 
which also considerably interfered with the movements of 
the 1st Battalion of the same regiment in the vicinity of 
Sailly-Saillisel.t However, at nightfall, the whole of the 

* The Guards divisional Artillery, as a matter of fact, although 
some of its guns were moved forward to positions on the reverse slope 
of the Rancourt-Sailiisel ridge, was unable to do much shooting as 
the advance progressed. On the 17th of March all firing upon villages 
had to be stopped as the exact whereabouts of the infantry was un¬ 
certain. On this day, however, the 74th Bde., R.F.A., found a good 
target—firing upon a party of Germans engaged upon the demolition 
of dug-outs in the trenches west of St. Martin’s Wood. The gunners 
proceeded to reconnoitre the route forward through Rancourt and 
St. Pierre Vaast Wood, and selected advanced positions, but, on the 
19tli, they were ordered to stand fast. 

t See “ The Irish Guards in the Groat War,” vol. ii. p. 188, cf. also 
ib., vol. i. pp. 211, 212. On the 3rd of March Lieut.-Colonel R. C. 
McCalmont had relinquished the command of the 1st Bn. Irish Guards 
on his being appointed to the command of an infantry bde. The 
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German front and support systems were in the possession 
of the Guards Division. 

On the 16th, the 1st Bn. Scots Guards occupied the 
north-eastern portion of St. Pierre Vaast Wood and was 
relieved in the outpost line that evening by the 3rd Bn. 
Grenadier Guards. The 2nd Bn. Irish Guards also made 
progress during the day, as did the 1st Bn. Irish Guards and 
the 2nd Bn. Coldstream Guards on the front of the 1st Guards 
Bde. farther to the left. But the fire of the enemy’s artillery 
and snipers effectively prevented the Guards from getting 
to grips with the retreating Germans, and on their left the 
troops of the 20th Division experienced even greater difficulty 
in moving forward. 

On the 17th, the infantry of the two Guards brigades was 
for the most part out of touch with the enemy, except with 
his snipers, who kept up a continuous fire from Government 
Farm and Le Mesnil.* 

The next day the 3rd Guards Bde. relieved the 2nd Guards 
Bdc. in the outpost line, and, early in the morning, the XIV 
Corps cavalry passed through the infantry. The divisional 
Signal Company then established a visual station half-way 
between Saillisel and Le Mesnil, and reports soon began to 
come through from the cavalry, which, during the day, 
reached the line Le Mesnil—Lechelle—Etricourt.f All these 
villages were stated to be clear of the enemy. The whole 


command of the battalion devolved upon Major the Honble. H. It. 
Alexander until the arrival of Major C. E. A. S. Rooke in May. 

* See “ The Irish Guards in the Great War,” vol. ii. p. 134. The 
German retreat was undoubtedly conducted with great skill. “ One 
cannot say that we caused them to leave one position on hour before 
they intended. They inflicted upon us a considerable number of 
casualties . . . they left little or nothing behind.” But of course it 
must be remembered that the task of the (German) Regimental officers 
was an easy one, however difficult it may have been for the staff. Given 
time there is no difficulty in withdrawing battalions from trenches by 
night, for a few snipers and machine gunners, knowing tho ground, 
andretreating from trench to trench, can hang up an advance indefinitely 
unless the troops advancing have strong reserves and are prepared for 
heavy losses. 

t The divisional Signal Company was now commanded by Major 
L. G. Phillips who succeeded Captain W. E. Pain in December, 1010, on 
the latter’s promotion. 

VOI - I. jp 
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of the German trench system lying between le Transloy and 
Bapaume was now in British hands and the few hostile guns 
which were still in action were firing at very long range. 

On the 19th of March the 1st and 3rd Guards Bdes., which 
were holding the outpost line, were ordered to send out 
advanced guards in conjunction with the 8th Division tc 
the line le Mesnil—Manancourt—Nurlu, but they were not 
to cross the Tortille river until the troops of the 8th Division 
had secured possession of Nurlu. The high ground in the 
neighbourhood of this last-mentioned village was held by 
the enemy and the 1st Bn. Grenadier Guards, which was the 
leading battalion of the 3rd Guards Bde., was compelled to 
halt west of the river on the outskirts of Vaux Wood and 
Hennois Wood. On the left of the divisional front the 2nd 
Bn. Grenadier Guards, which met with but slight opposition, 
carried forward the line of the 1st Guards Bdc. to St. Martin’s 
Wood—le Mesnil where it was in touch with troops of the 
20th Division. By this time the divisional Signal Company 
had succeeded in establishing a visual station at le Mesnil, 
and the cavalry, which was now in front of Lechelle, Bus and 
Ytres, was in touch with the enemy’s mounted patrols and 
snipers.* 

On the 20th of March the 8th Division occupied Nurlu 
and the 3rd Guards Bde. was able to enter Manancourt. The 
following day the 1st Bn. Grenadier Guards was relieved by 
the 1st Bn. Welsh Guards f in the brigade outpost line which 
ran from a point about half a mile north-west of Nurlu to 
Manancourt. Here touch was maintained with the 1st 
Guards Bde., whose line extended in a north-westerly direc¬ 
tion to le Mesnil. 

The Guards were now ordered to consolidate their positions 

* On the 10th of March tho Guards battalions were practically 
out of touch with the German infantry. Their opinion of the assistance 
given to them by the cavalry is worth recording :—“ The cavalry on 
our front usually withdraws at night and seldom reports anything 
which our infantry patrols have not discovered several hours pre¬ 
viously.” See W.D., 2nd Bn. Grenadier Guards, March, 1017. 

f The 1st Bn. Welsh Guards was now under the command of 
Lieut.-Colonel G. C. Douglas Gordon, Lieut.-Colonel W. Murray- 
Threipland having been obliged to relinquish the command owing to 
ill-health in Decernhw, i0ifi k 
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as, although the enemy was still retreating, * * * § no farther advance 
was deemed to be practicable until more guns and supplies 
could be brought forward, and this was out of the question 
until the roads could be cleared of obstructions and repaired.! 
The Germans had done their work of destruction systemati¬ 
cally and with great thoroughness. Craters and felled trees 
blocked most of the roads which led eastward; the walls of 
all the houses in the villages and farms had been blown in; 
mines and “ booby traps ” of various kinds had been placed 
in every likely and unlikely position. During the advance 
work on communications was carried on with the greatest 
energy. But the difficulties in the way of speedy reconstruc¬ 
tion were enormous. The thaw, following so long and hard 
a frost, had converted the country into a quagmire, and the 
urgent traffic, which it was absolutely necessary to send 
forward, cut up the remains of the roads and made the work 
of repairing them all the more difficult. 

The divisional R.E. performed invaluable services in 
“ mine-sweeping,” X and, with the assistance of the infantry, 
set to work upon road-clearing and bridge-making from the 
moment the advance began. The enemy’s trenches and 
dug-outs were searched for “ booby traps.” § Charges were 
removed from places prepared for demolition. Roads and 

* Equancourt, Metz and Gouzeaucourt could be seen in flames. 

t The casualties incurred during the advance were mostly caused 
by the enemy’s artillery fire at the outset. The chief sufferers were 
the 1st and 2nd Guards Bdes. The casualties in the former brigade 
during March amounted to 2 ofllccrs and 84 other ranks; in the latter 
brigade, to 3 officers and 86 other ranks, killed or wounded. 

$ “Fortunately we had considered the possibility of ‘booby 
traps,’ and I sent forward R.E. parties with the advanced guards to 
reconnoitre for them. We discovered quite a number of simple traps 
in cellars and dug-outs.” Extract from a note supplied by Lieut.- 
Colonel Brough, CJR..E., Guards Division. 

§ No traps were discovered un til Yaux Wood was reached. Several 
dug-outs in this wood and Hennois Wood were found prepared for 
demolition in the ordinary way. At Manancouxt was found hi a cellar 
a mine which a footstep upon a loose floor-board would have ex¬ 
ploded. In onother dug-out the danger spot was discovered owing to 
the third step down to it being a very little lower than the second. 
Bombs left on a track in Vaux Wood were adjusted so as to go off at 
the slightest touch. “ Explosive rum jars ” were found in a good 
many dug-outs. 
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tracks were reconnoitred for mines and snares, and cleared 
of the felled trees which generally lay across them. Craters 
were filled in.* A floating bridge was repaired for the 
passage of pack transport across the Canal du Nord near 
Manancourt, where an arch of masonry in the existing bridge 
had been destroyed by the enemy leaving a gap of 90 feet 
at road level. The water supply was also steadily carried 
forward as there was some fear that the wells in the new 
area might have been tampered with by the enemy.-j- 

By the 23rd-24th of March (on which days the 1st and 
3rd Guards Bdes. were relieved respectively by troops of the 
20th and Stli Divisions) a main line of defence had been dug 
and a piquet line wired along the front held by the Guards. 

The infantry of the division, with the R.E. and Pioneers, 
was now withdraw from the line, and set to work on the 
repair of the communications in rear. The divisional 
Artillery went bade to Morlancourt, where it was given some 
weeks’ training before it was sent north into the area of the 
Second Army.f The D.A.C. remained at Maricourt and was 
employed mainly in the salving of ammunition. The Guards 
Machine-Gun Regiment, including the 4th Machine-Gun 
Company, which joined the division on the 23rd of March, 
and the personnel of the Trench-Mortar Batteries, was con¬ 
centrated at le Transloy for work on the communications. 


(7) Reconstruction Work done by the Division in the 
Devastated Area—Concentration in the Heilly 
Area preparatory to moving to Flanders. 

From the 24th of March to the 6th of May the R.E. and 
the bulk of the infantry of the Guards Division were engaged 
in the laborious work of pushing forward the broad-gauge 
railway* lines from Tr&nes Wood to Rocquigny and from 

* By the 28rd of March the road from Saillisel to Hennois Wood 
and thence on to Manancourt was fit for the passage of field artillery. 

f All the wells at Etrico urt were destroyed by the enemy. Samples 
of water appear to have been taken from other wells, but there is 
no record of any poisoned water having been discovered, 
t See p. 219. 
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Plateau to Ham and Peronne.* The R.E. also carried out 
an extension of the 00-cm. light railway from Haie Wood 
up to the Sailly-Saillisel—le Transloy road where a small 
but very useful railhead was temporarily opened. The 
restoration of the roads, however, was probably the most 
formidable of the tasks undertaken by the division. The 
first road to be tackled was that leading from Combles 
through Fregieourfc and Sailly-Saillisel to le Transloy. Two 
Field Companies, R.E., two infantry battalions and the 4th 
Bn. Coldstream Guards (Pioneers), with a large number of 
D.A.C. wagons, succeeded in making it fit for traffic in four 
days and subsequently widened it to its full width and 
drained it.f The roads from Ginchy through Lesbceufs 
to le Transloy, and from Manancourt through lc Mesnil to 
Rocquigny, were also repaired and reconstructed by the 
Guards Division. £ While this work was in progress one 


* The work on the railways brought the Guards into touch with 
the 1st Bn. Canadian Railway Troops, whose commanding officer was 
loud in his appreciation of the spirit with which officers, non-com¬ 
missioned officers and men carried out the work assigned to them. See 
“ History of the Welsh Guards,” p. 146 ; cf. “ The Irish Guards in 
the Great War,” vol. ii. pp. 135,186, 

t “ It was a formidable task as the road had been heavily punished 
by the artillery Are of both sides and various trench systems had been 
dug across it. However ... we transferred the remains of Sailly- 
Saillisel into the numerous shell-holes and obstacles and got traffic going 
in about four days.” Extract from a note supplied by Lieut.*Colonel 
Brough, C.R.E,, Guards Division. 

1 The nature of the work on the roads may be gathered from the 
following instructions issued with regard to the repair of the road leading 
from Lcsboeufs to le Transloy:—All mud was to be scraped off down to 
the old road surface which was not to be damaged. Drains were to be 
dug at the sides of the road—these drains were to bo 6 feet clear of the 
sides of the road wherever possible. The width of the roadway was to 
be 18 feet—there were to be box drains under the roadway if it was 
considered necessary. Shell-holes were to be pumped dry and cleared 
of mud, and were then to be filled with material from the ruined houses 
—timber below and 6 ins. of broken brick on the top. There was to 
be a top layer of timber across the road which was to be carefully hand- 
packed. Big shell-holes might be bridged by portable wooden bridges 
ns a temporary measure for the immediate assistance of transport. 
See W.D., 76th Field Company, R.E., April, 1917. In connexion with 
these instructions the following description of the state of the road 
through le Transloy is of interestThe dSbrls of houses was several 
feet deep in places. Outside the village the toad ran through a cutting 
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Lewis gun per company was detailed to protect the working 
parties from attack by hostile aircraft, but, as a general 
rule, the weather throughout this period was unfavourable 
for flying and the Guards appear to have been little troubled 
by the enemy’s aviators. They worked with their customary 
steadiness and vigour, and the maimer in which they set 
about their task earned for them a special word of praise 
from the Commander-in-Ckief when he met Major-General 
Feilding in P6ronne during the course of the month.* 

About the middle of April the 4tli Bn. Coldstream Guards 
(Pioneers) was withdrawn from the devastated area for a 
well-deserved period of rest and training before it was sent 
north into the area of the Second Army.j* 

The 4th Guards Machine-Gun Company, after being given 
a fortnight’s training at Bronfay, was attached to the 40th 
Division, and, on the 5th of May, covered a raid carried out 
by the 120th Infantry Bde. in the line between Villers 
Plouich and Beaucamp. The company then returned to 
Bronfay 4 

By this date the units of the Guards Division were 

which had been one of our heavy artillery targets throughout the winter. 
No sign of the old road surface was to be seen, but it was anticipated 
that, on the removal of the mud, a lot of the old surface would be 
revealed intact, having boon protected by the large quantity of earth 
thrown on it from the sides of the cutting. This proved to be so, the 
road surface coming to light nt a varying depth of 2 to 5 feet of mud. 
The depth of the mud and the depth of the cutting involved five or 
more throws with the hand shovel during the task of clearing. There 
were also the usual difficulties with transport control and turning and 
passing in a narrow space. As far as possible, the road was made full 
width right along, no attempt being made to carry a rough track 
forward in advance." 

* See W.D., Guards Division, App. 188, April, 1017. Earlier in 
the month the Major-General had issued an order reminding com¬ 
manding officers that it was an old-established custom in the Guards 
for officers to take off their coats and work with their men. See ib., 
App. 187. 

f The Pioneers reached Bnilleul on the 15th of May. See p. 218. 
The divisional Artillery, and the headquarters of the divisional Train, 
had preceded them. Licut.-Colonel II, Davies succeeded Lieut.- 
Colonel J. C. L. Black in the command of the Train on the 1st of May, 
on the latter’s appointment as A.D. of S. and T., Malta. 

t The company lost one of its guns, knocked out by a German 
shell, but had no casualties among its personnel. 
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beginning to concentrate in the Morlancourt area, preparatory 
to leaving the Somme front. The Arras offensive was now 
drawing to a conclusion and the Flanders offensive was about 
to begin.* The Guards were to go north with the XIY Corps 
which was to form part of the Second Army. 

Divisional headquarters was established at Heilly and 
the troops spent the remainder of the month of May in billets 
in the neighbouring villages. As the surrounding country 
was closely cultivated and the crops were growing, training 
on an extensive scale was impracticable; but commanding 
officers were able to give some useful instruction to their 
young officers in the art of leading men in open warfare, 
and company commanders had an opportunity of exercising 
their companies and preparing them for the coming operations. 
Especial attention at this time was paid in the Guards Division 
to musketry training, for the Arras offensive had made it 
only too clear that the long months of trench warfare had 
resulted in a lamentable falling off in the old skill of the British 
infantry with the rifle.f 

Brigade and battalion athletic competitions, boxing con¬ 
tests and recreations of all kinds marked this period out 
of the line. The weather was fine and all ranks in the 
division keenly appreciated their return to civilization after 
the long winter months spent as road-menders, scavengers 
and railway engineers in the devastated area. 

At the end of May the Guards were moved by train to 
the area of the Second Army. Before their departure for 
Flanders the Fourth Army Commander, under whom they 
had now served for nine months, sent a message to Major- 

* The Arras offensive lasted from the 9th of April to the lfith of 
May, but the Guards Division had no share in it. See p, 217. 

f ** By this time specialization had run its course through our 
armies till the latest platoon organization acknowledged but one 
section that was known as a ‘ rile 1 section. The others, although 
bebung with the ancient and honourable weapons of their trade, 
were Bomb, Lewis-gun, and Rifle (Sniper) Sections. But the Battle 
of Arras had proved what angry Company Commanders had been saying 
for months past—that infantry lived or died by their knowledge of 
the rifle. These Somme officers were accordingly told that most of their 
time should be given to platoon-training, lire direction and musketry.” 
See “ The Irish Guards in the Great War,” vol. ii. p. 138. 
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General Feilding in which he expressed his appreciation of 
the work done by the Guards in battle and in the holding 
and organizing of the line. He made particular allusion to 
the road and railway construction accomplished by the 
division since the German retreat.* 

* See W.D., Guards Division, App. 242, May, 1017. 



CHAPTER VIH 


THE FLANDERS OFFENSIVE, 1917—THE BATTLE OF 
PILCKEM RIDGE, 31ST OF JULY. 

(1) The Allied initiative on the Western Front—The 
SPRING OFFENSIVE, 1917. 

Throughout 1917 the Allies held the initiative on the 
Western Front and the record of the year’s fighting is a heavy 
one, especially for the British Army—units of which were 
engaged upon offensive operations almost continuously 
from the end of January to the beginning of December. 
The great French attack in the spring, however, proved a 
disappointment. Too high hopes had been placed by 
British and French statesmen upon the ambitious scheme 
planned by General Nivelle * to break through the enemy’s 
defensive system on the Aisne, and, when his attempt collapsed 
early in May, the inevitable disillusionment was all the 
greater. The heavy losses, too, incurred by the French 
Army, which were much exaggerated at the time, and the 
feeling that someone had blundered, had a very bad effect 
not only upon public opinion in France but also upon the 

* General Nivelle, who had won much distinction at Verdun in the 
autumn of 1916, replaced General JoiTre in the command of the French 
Army in December of the same year. In February, 1917, he was given 
supreme controi of the coming Allied offensive. The curious and 
rather complicated story of the Nivelle episode is discussed at great 
length in “ Sir Douglas Haig’s Command,” vol. i. It is unnecessary 
to deal with it here. It is not surprising that the confident assurance 
of the new French Commander-in-Chief of his ability to end the war 
by means of a single great coup should have appealed to “ the poli¬ 
ticians”—they were living in dread of the repetition of another “wearing- 
out " battle, such ns the Somme, and were incapable of appreciating 
the military difficulties which made the success of the Nivelle plan 
improbable to say the least of it. 
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moral of the French Army.* * * § This subject is not one into 
which it is necessary to enter here, but, nevertheless, it should 
not be forgotten by students of military history, because 
it was owing to the shaken moral of the French troops after 
the failure of the Nivelle offensive that the brunt of the 
fighting during the remainder of the year had to be borne 
by the British Army—fighting which, putting aside entirely 
the needs and interests of the Western Allies themselves, 
was absolutely essential if assistance was to be given to the 
Russian and Italian Armies.f 

The British Army, as has already been related, $ began 
to push forward on the Ancre early in January, and the 
steady pressure maintained on this front, which was originally 
intended to prepare the way for the renewal of the Allied 
advance on the Somme, § undoubtedly hastened the German 
retreat to the Hindenburg Line. This withdrawal by the 
enemy necessitated a considerable modification in the scheme 
of operations as originally planned by the British Commander- 
in-Chief. It was decided that the British Army should 


* “Before the offensive was stopped . . . the French Amy 
suffered from disillusionment. The troops had gone into battle with 
extravagant hopes—believing that this was the last effort in the war, 
and that victory and peace were coming swiftly. When, within a day or 
two, these hopes vanished, the effect on the military moral was barl.” 
See “ Sir Douglas Haig’s Command,” vol. i. p. 881. Even before the 
offensive on the Aisne began, the moral of certain units in the French 
Army had been none too good owing largely to a “ pacifist ” oampaign 
among the troops. General Nivelle thought so seriously of this move¬ 
ment that he had addressed a memorandum on the subject to the 
French Government. This memorandum is printed in “ Sir Douglas 
Haig’s Command,” vol. i. pp. 254-257. 

f The Abdication of the Tsur took place in the middle of March, 
1917, but the Provisional Government which then came into power 
continued to carry on the war, and until its overthrow by the Bolsheviks 
it was clearly the duty, as well as to the interest, of the Western Allies 
to do their utmost to assist the operations of the Russian Army. The 
Italians began their offensive in June, but they could hardly have been 
expected to embark upon it had both the French and British decided 
to remain completely Inactive throughout the summer. 

$ See p. 208. 

§ See “ Sir Douglas Haig’s Command,” vol. i. p. 259, where General 
Joffre’s and Sir Douglas Haig’s plans for 1917 are discussed. .Cf. also 
“ From Private to Field-Marshal,” by Field-Marshal Sir William Robert¬ 
son, pp. 284, 285. 
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attack on the Arras front and Sir Douglas Haig proposed 
as a preliminary operation to capture the Vimy ridge, point¬ 
ing out the importance of securing this high ground as a pro¬ 
tection for his left flank. General Nivelle for some reason, 
which so far has not been satisfactorily explained, was 
opposed to this course of action. Sir Douglas Haig, however, 
refused to give way and the successful capture of the ridge 
by the Canadians early in April and the value of its possession 
during the critical days of the great German offensive in 
March, 1918, amply justified his insistence in this con¬ 
troversy. 

In the operations which are comprised in the battle of 
Arras, the Guards Division took no part. This offensive 
of the Third Army, commanded by General Allenby, was at 
first attended with brilliant success, but it led to no strategic 
results—a comparative failure which was almost inevitable 
in view of the ill-success of the French offensive on the Aisne.* 
After the French Government had finally decided to bring 
General Nivelle’s operations to an end early in May, the 
question arose whether the British Army was to continue 
a “ wearing-out ” battle on the Arras front in conjunction 
with the French farther south, ox whether its efforts should 
be directed to the Flanders front. In the end it was decided 
at a conference held in Paris on the 4th and 6th of May, that, 
in view of the inability of the French to carry out a further 
offensive on a large scale, the best results would be obtained 
by transferring the British offensive to the north—the 
representations of the British naval authorities as to the 
paramount importance of driving the Germans from the 
Belgian coast line in view of the depredations of their sub¬ 
marine warfare being a powerful argument in favour of an 
attack on this part of the front. 

While, therefore, the activities of the Third Army in the 

* See “ Sir Douglas Haig’s Command,” vol. i. p. 260. It would 
be a mistake to suppose, however, that the enemy did not suffer severely 
in the Arras offensive. On the British front alone, in less ilian one 
month’s lighting, in addition to his other casualties, he lost 19,600 
prisoners, including over 400 officers, 25T guns (including 98 heavy guns), 
484 machine gunB, 227 trench mortars and immense quantities of war 
material. See “ Sir Douclas Hate's Despatches,” p. 140. 
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Arras area were maintained on a small scale with the object 
of deceiving the enemy as to the region in which the new 
attack was to be delivered,* instructions were given to 
General Sir Herbert Plumer, commanding the Second Army, 
to proceed at once with the necessaiy preparations for an 
attack on the Mcssines—Wytschaete ridge, the capture of 
which was to form the first stage in the Flanders operations. 


(2) The Opening oe the summer campaign in Flanders— 

Role of the Guards Divisional Artillery and 

OTHER UNITS OF THE DIVISION IN THE BATTLE OF 

Messines, 7th of June, 

The summer offensive in Flanders was successfully opened 
on the 7th of June by the Second Army which captured in 
a single day’s fighting the Messines—Wytschactc ridge by 
means of a perfectly planned and thoroughly well executed 
operation. The infantry of the Guards Division, which had 
been concentrated at the beginning of June in the Ward- 
recques—Renescure arca,f was held in readiness during this 
attack, but was not called upon to take any active part in 
the fighting. The divisional Artillery, however, and the 4th 
Bn. Coldstream Guards (Pioneers) were employed in the 
operations both before and during the battle and some 
account of their share in the victory must be given, therefore, 
in these pages. The 4th Bn. Coldstream Guards (Pioneers), 
which was sent northward in advance of the division, reached 
Bailleul on the 15th of May and moved at once to Locre, 
where it came under the orders of the IX Corps which 

* “ The required effect was to bo attained by a careful selection of 
important objectives of a limited nature, deliberate preparation of attack, 
concentration of artillery and economy of infantry. Importance was 
to be given to these operations by combining them with feint attacks, 
and by the adoption of various measures and devices to extend the 
apparent front of attack.” See “Sir Douglas Ilaig’s Despatches,” 

p, 101. 

f Divisional headquarters was at Renescure; the 1st Guards Bde. 
at Renescure and along the Arques—Cassel rood; the 2nd Guards Bde, 
at Wardrecques; the 8rd Guards Bde. at Campagne and Ecques-le- 
Bvberou ; the S.A.A. Section D.A.C. at Arques •, and the 4th Guards 
Bde. Machine-Gun Company at Arques. 
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was holding the centre of the Second Army front facing 
Wytschaete. 

The battalion was immediately set to work upon the 
tasks of widening roads, laying pipe lines for water, and 
loading and unloading lorries containing battle stores. Most 
of this work had to be done during the hours of darkness 
as Mount Kemmcl and the roads east of Lindenhoek and 
Wulverghem were exposed to the enemy’s artillery observa¬ 
tion and subject to heavy bombardment. The Coldstream, 
however, were fortunate in having but few casualties, and 
by dint of hard work succeeded in finishing their tasks by 
the 6th of June when they rejoined the Guards Division, 
billets being found for them at Arques. 

The divisional Artillery, with the headquarters company 
of the Train, but without the S.A.A. section of the D.A.C., 
upon its arrival in Flanders went first to Renescure, but 
moved to Strazeele on the 22nd of May. Four days later 
its mobile wagon lines were established at Dranoutre under 
the orders of the C.R.A., 25th Division. This division was 
the left division of the II Anzae Corps which was on the right 
of the fighting line, and its task on the 7th of June was to 
advance from a point north of Ploegsteert Wood to Messines.* 
The 74th and 75th Bdes., R.F.A., were now formed into 
“ N ” artillery group under the command of Lieut.-Colonel 
Bethell, and were added to the four other groups which 
covered that portion of the front. 

The necessary work for the bringing up of ammunition 
and for the construction and improvement of gun positions 
north of Wulverghem on either side of the Wytschaete road 
was begun on the 25th of May under a heavy hostile artillery 
fire, which caused some casualties and a certain amount of 
destruction of material in the wagon lines.f By the 1st of 

* See W.D., 25th Divisional Artillery, May, 1917. 

f On the 27th of May the ammunition dumps of the New Zealand 
Division along the Wulverghem road were heavily shelled by the enemy 
and a S.A.A. dump was exploded, causing temporarily a great congestion 
of traffic. A Guards D.A.C. convoy sustained 10 casualties and lost 
28 animals on this occasion, hut tire officer in charge and his non¬ 
commissioned officers displayed commendable coolness and courage 
in dealing with the situation. During the laBt three days of, May the 
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June, however, all the guns were in position and the next 
few days were occupied in registration. During this period 
most of the battery positions in the area were systematically 
bombarded by the German gunners, and the personnel of 
the Guards divisional Artillery—especially of the 74th Bde., 
R.F.A.—suffered fairly heavily, while no fewer than four 
battery ammunition dumps, three belonging to the 75th 
Bde., were blown up. Group headquarters, which had been 
established west of Wulvcrghcm, between the Douve river 
and the Lindcnhoek road, was also shelled intermittently 
both day and night. 

During the first stages of the battle on the 7th of June, 
“ N ” group fired in the standing barrages as far as the 
Despagne Farm line—barrages which were designed to keep 
all the enemy’s defensive positions within 1,500 yards of 
the attacking infantry’s line of departure under continuous 
fire until the creeping barrage reached them. As soon as 
tins happened, the Guards divisional Artillery joined in 
the creeping barrage which advanced at a rate varying from 
100 yards in 3 minutes to 100 yards in 5 minutes.* 

The dust and smoke were so great during the first few 
hours of the battle t that the F.O.O. of “ N ” group could 
see little beyond Hill 03 on the south side of the Douve, 
and, even after the infantry had crossed the ridge north of 
Mcssines village and artillery observers were able to move 
forward to this high ground, the observation was not good, 
as the trees and hedges, which are a conspicuous feature of 
the landscape in this part of the country, greatly obscured 
the field of view. Several German batteries, which would 
have been easy targets had they been seen in time, were thus 
enabled to make their escape. So completely shattered, 
however, was the enemy’s resistance during the morning 

Guards D.A.C. issued to R.F.A. brigades over 21,000 rounds of 
ammunition. 

* The number of rounds at the gun positions, after the explosion 
of the dumps, was made up to 7,800 for the 18-pdrs. and 0,000 for the 
howitzers. The 74th Bde., R.F.A., fired 1,000 rounds per gun on the 
9th of June. 

t This was, of course, largely due to the effects of the explosion of 
the mines under the Messines ridge. , 
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owing to the successful explosion of the British mines that 
the infantry was able to carry all.before it and some cavalry 
was sent forward. As a result of this movement, “ N ” 
group, which had had two batteries searching beyond the 
barrage, ceased liring at 1 p.m. But, almost immediately 
afterwards, Lieut.-Coloncl Buzzard, who was acting as 
artillery liaison officer with an infantry brigade,* reported 
a general advance of the enemy’s infantry, and the barrage 
was accordingly again put down. This fire was also effective 
in checking another attempt at a counter-attack made by the 
enemy from the direction of Gaapard. At 2.40 p.m. the 
rate of fire, which had been reduced after the collapse of the 
threatened counter-attacks, was again increased to cover the 
advance to the Oosttavernc line, and was developed into a 
creeping barrage at 3.10 pan., when the Australians began 
their attack. Before 5.30 p.m. all the objectives had been 
gained and the batteries ceased firing in order to lay on then* 
S.O.S. lines. 

During the night of the 7th-8th of June no call was made 
on the Guards divisional Artillery, But the following day 
the enemy bombarded the new British line fairly heavily, 
and during the night of the 8th~9th, several S.O.S. calls were 
replied to by “ N ” group ; no serious counter-attack, how¬ 
ever, seems to have been attempted on the front actually 
covered by the group. 

On the 9th and 10th of June both the 74th and 7fith 
Bdes., R.F.A., were withdrawn from the line, and, on the 
11th, reached Borre and Pradellcs for a few days of well- 
deserved rest before concentrating at Herzeele. The D.A.C. 
also moved back to Borre.f 

The Trench-Mortar Batteries of the Guards Division also 
played a useful part in the Messines operations. They were 
conveyed to a camp east of La Clytte on the 24 th of May where 

* This officer, who commanded the 74th Bdc., R.F.A., acted as 
liaison officer with tho infantry throughout the day, first with the 
7Sth Infantry Bde. (25th Division) and then, when the 4th Australian 
Division went through the 25th Division to continue the attack, with 
the 13th Australian Bde, 

t The D. A.C. issued 40,000 rounds of ammunition for the Messines 
operations and also managed to salve no less than 22,000 rounds. 
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they came under the orders of the 19th Division, IX Corps.* 
They were attached to the trench-mortar batteries of that 
division and their detachments were employed in carrying for¬ 
ward a mmun ition, in constructing emplacements and in firing 
upon selected points in the enemy’s lines. The policy on 
this part of the front was not to demolish the German trenches 
indiscriminately, but to disorganize the enemy’s defensive 
system by cutting the wire and destroying his machine-gun 
emplacements and strong points. The Guards divisional 
Trench Mortars (heavy and medium) carried out their work 
very effectively, cutting much wire in front of the German 
trenches in the neighbourhood of Bois Quarante and Grand 
Bois, as well as in shell-holes in front of the crater just north 
of the Vierstraab road. 

The tasks assigned to the batteries were completed before 
zero hour on the 7th of June,’f and they were moved back to 
Borre before the attack began. 


(3) The Guards take over the Boesinghe sector of 

THE LINE PREPARATORY TO THE BRITISH OFFENSIVE 
ON THE YPBES FRONT. 

After the arrival of the Guards Division in the area of 
the Second Army every available moment was utilized by 
Major-General Feilding and his staff to train the troops for 
the coming offensive in the north in which it was known 
that they would be employed. Tactical exercises in open 
warfare, which, together with steady drill, usually formed 
the basis of the training practised by the Guards when 
out of the line, for the time being were dispensed with, and 
the infantry was given as much practical teaching as was 
possible in the art of attacking established positions.^ As 
many men, also, as could be received there were sent to the 
musketry ranges near Tilques, whilst an especial point was 
made of the training by the divisional Signal Company of 

* See W.D., 19th Division, May-June, 1917. 
f Zero hour on the 7th of June was 8.10 a.m. 
j See W.D., Guards Division, June, 1917, App. 249. 
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twenty-eight men in each brigade to act as relay runners 
to supplement other means of communication in the forward 
battle area.* 

OnthelOthof June Major-General Feilding helda divisional 
conference at which he outlined the rQle which the Guards 
would be called upon to fill in the coming battle. He ex¬ 
plained that the division would be on the left of the XIV 
Corps, which was to be the northern corps of the Fifth Army, 
and that its task would be the capture of the enemy’s 
defensive positions east and north-east of Boesinghe. j - 

At this conference it was arranged that the initial attack 
should be carried out by the 2nd and 3rd Guards Bdes., and 
that the 1st Guards Bde. should be employed to exploit their 
success. 

Two days later the 2nd Guards Bde. began its advance 
towards the front, and on the 15th of June relieved a brigade 
of the 88th Division which was holding the line cast of 
Boesinghe. The 1st Guards Bde. also moved forward, going 
into bivouacs in the woods west of Woesten, and divisional 

* These runners proved themselves of the greatest value during 
the operations. 

f The general plan of operations for the Flanders offensive in 1017 
may he summarized briefly as follows:—the Fifth Army, commanded 
by General Gough, which took over the greater part of the front of the 
Second Army on the 10th of June, was to strike eastward from Ypres 
in order to gain possession of the Fasschendaele ridge. It was to advance 
on a front lying between the Zillebeke—Zandvoorde road and Boesinghe, 
inclusive, with four corps in the line—the II Corps (Lieut.-General 
Jacob),the XIX Corps (Lieut.-General Watts),the XVIII Corps (Lieut.- 
General Maxse), the XIV Corps (Lieut.-General Lord Cavan), from 
south to north. As soon as the Fifth Army had established itself firmly 
on the ridge, it was to move forward in an easterly and north-easterly 
direction, the French and Belgians coming into action to cover its 
left flank until the whole of the area lying to the west of the high ground 
between the Menin road and Cleroken, just south of Dixmuae, was in 
the hands of the Allies. The right flank of the Fifth Army was to bie 
protected by General Plumer’s Second Army operating south of Ypres. 
If the task assigned to General Gough’s troops were speedily and success¬ 
fully accomplished, the intention was for the Fifth Army to advance 
towards Roulers and Bruges in rear of the enemy’s forces holding the. 
Belgian coast line, while the Belgian Army was to push forward from 
Dixmude and General Rawlinson’s Fourth Army, whioh was to relieve 
the French near Nieuport early in July, was to advance along the 
coast iu conjunction with the Navy. 

VOT . T. 
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headquarters was established in “ J ” Camp near Inter¬ 
national Corner, west of the Popcringhe Canal. The 3rd 
Guards Bde. went to the ITerzecle area, where it continued 
its training for the attack, practising the various phases of 
an advance in conjunction with contact aeroplanes, and 
paying particular attention to signal communications and 
medical arrangements. 

The Boesinghc sector of the line in which the Guards now 
found themselves was situated in the low-lying ground which 
stretches along the bend of the Yscr Canal, north and south¬ 
east of the village of Boesinghc, the canal itself forming the 
dividing barrier between the two hostile trench systems. 
The country in rear of the German defensive positions, which 
extended eastward to a depth of about 1,000 yards, was 
for the most part almost flat and much cultivated as far 
as Houthulst Forest, which stands on somewhat higher 
ground. There were no villages in the area over which 
the Guards were to advance with the exception of Lange- 
marclc, a small country town situated on the Ypres—Stadcn 
railway line, but the district was studded with farm houses, 
many of which, it was known, had been put in a state of 
defence by the Germans.* The enemy, too, from the Pilckem 
ridge, the northern extremity of the high ground which 
stretches north of Ypres, and also from a small detached 
hill lying a little to the north-west of Pilckcm, had excellent 

* The fullest information witii regard to the topography, etc., of 
the country in and behind the Gorman lines as far north as the sector 
opposite Boesinghe had been collected by the Second Army, which 
held this part of the front uninterruptedly from its formation to the 
beginning of this offensive. This information, derived cither directly 
from refugee inhabitants of the district and German prisoners, or from 
a continuous study of air photographs, cuptured maps and other docu¬ 
ments, had been carefully coddled and arranged in a handy form by 
the General Staff (Intelligence) of the VIII Corps which occupied the 
Ypres front from July, 1916, to the beginning of June, 1917. The whole 
of this material was handed over to the Fifth Army when it took over 
the line. It was known that most of the farm houses in the German 
area were solidly built and had concrete cellars, and it was considered 
practically certain that these cellars had been put into a state of defence 
by the enemy. The extent, however, to which the enemy had been able 
to construct concrete block-houses, or “ pill-boxes ” as they came to be 
termed, could only be conjectured, as these erections were so skilfully 
sited and camouflaged that they usually defied detection from the air. 
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observation not only over the British trenches along the canal, 
but also over the defensive systemround Boesinghe andElver- 
dinghe, and the communications in rear. 


(4) Preliminary preparations in the eront area. 

It will be seen, therefore, that the position of the Guards 
was not a happy one from which to launch an offensive—for, 
in addition to the fact that the enemy could see all the 
preparations for the attack in progress, the canal bed, which 
had a surface of about 70 feet of soft and tenacious mud into 
which a man sank like a stone, and a narrow, shallow stream 
of water flowing down the middle, was a formidable obstacle 
—so formidable, indeed, that neither side had made any 
serious attempt to cross it during the war. 

The 38th Division during its occupation of the sector in 
a time of comparative tranquillity had done its best to 
improve the trenches, and had expended a vast amount of 
hard work along a very wide frontage; but of course this 
did not mean that the preparations necessary for an offensive 
on a large scale were at all complete or satisfactory when 
the Guards took over the line. The front trenches along 
the canal bank were in good condition and a reserve line 
some 300 to 400 yards in rear was also in fairly good order. 
There was, however, no support line, and of the four 
communication trenches between the reserve and front 
lines, two were out of use and badly damaged. These 
four communication trenches were at once re-aligned and 
- renovated by the 70th Field Company, R.E., assisted by the 
2nd Guards Bde. At the same time, the two long com¬ 
munication trenches, by means of which the reserve line 
was reached from the country in rear, were put into a better 
state of repair by the 4th Bn. Coldstream Guards (Pioneers) 
and linked up with two of the communication trenches 
leading forward from the reserve line. Connexion with the 
two other communication trenches was secured by means 
of overland tracks which were carefully marked out with 
screw pickets and plain wire. In this way four distinct 
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lines of approach to the canal front were made available 
for the troops—and these various routes were carried back, 
cleared and marked through the woods behind the line as 
far as the road running north and south through International 
Corner.* 

A farm house just north of Elverdinghe Chateau was 
fixed upon for the battle headquarters of the division and 
converted into a veritable fortress by the R.E. The existing 
battalion headquarters in the front line—one in a cellar 
in Boesinghe village, a most unpleasant locality, the other 
in a cellar in a ruined farm house situated on the southern 
of the two main communication trenches—were both un¬ 
suitable command posts during active operations. A little 
to the east of the farm house, however, the Tunnelling 
Company, f after desperate efforts, succeeded in finding a 
pocket of blue clay into which were sunk a shaft and a scries 
of chambers which were made into a combined headquarters 
for the two brigades destined to carry out the attack, while 
four new shelters were put up for battalion headquarters 
in the reserve line. Suitable sites for R.E. dumps in the 
forward area were selected and filled with the necessary 
implements and material. But, in order to supply accommo¬ 
dation in close proximity to the front for the stores which 
would be required for the bridging of the canal and to ensure 
their safety from hostile artillery fire as many as nineteen 
chambers % were tunnelled in the canal bank, these chambers 
being so constructed that they could be broken open from 
the eastern side, thus enabling the bridging material to be 

* Of course some of these tracks were already in existence, but the 
majority of them liad to be re-aligned and all the signposts had to be 
replaced in order to suit the requirements of the new scheme, The 
greater part of this important work was carried out by the 4th Bn. 
Coldstream Guards (Pioneers) under the direction of the C.B.E. The 
battalion worked mainly during the nights and was constantly under 
shell fire as tire grounds of Boesinghe Chateau formed a favourite target 
for the enemy’s gunners. Its camp, too, near International Corner was 
often shelled and the battalion was certainly fortunate in not losing 
more than I officer and 81 other ranks during June. 

f One and a half Tunnelling Companies were still with the Guards 
Division. 

t Only one out of these nineteen chambers proved unserviceable, 
although several of them contained water. 
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lifted direct on to the canal. On the right flank of the 
division, in order to make it possible to carry forward the 
old road which ran eastward from Boesinghe with as little 
delay as possible after the troops had crossed the canal, arrange¬ 
ments were made by the Tunnelling Company to blow up 
the bank of the canal so as to give readier access for the 
pontoons.* Throughout the course of these various engineer¬ 
ing and tunnelling operations the working parties of the 
Guards Division were harassed incessantly by the enemy’s 
artillery fire—much of which was attributed by the troops, 
and probably with justice, to the feverish activity in railway 
construction which was deemed necessary in this offensive. 
The whole, or at any rate by far the larger part, of this work 
on the railways was of course carried on in full view of the 
enemy, and must have made him amply aware—if, indeed, 
he required any such additional enlightenment—that an 
attack on an imposing scale was being rapidly staged. - ) - 

In addition to the strenuous work in the forward area 
the actual training for the attack was continued. The troops 
who were to carry out the initial assault were given as much 
practical instruction as was possible in the details of the 
operation which lay before them. 

A short length of a stream which ran through the wooded 
country in the divisional area was selected and converted, 
under the superintendence of the C.R.E.,f into an exact 

* See p. 252. ... 

t The gunners indignantly complained that the unremitting work 
of the broad gauge railway line, which many competent observers con¬ 
sidered was already quite far enough forward for all possible require¬ 
ments early in June, drew the enemy’s fire on to areas in which they 
fondly imagined they were constructing new gun positions unknown 
to the enemy. The miles of 00-cm. trade which were laid down were 
of no particular assistance in the preparations before the battle, but 
might no doubt have been useful had the Fifth Army carried all before 
it on the 31st of July. “ Prevision and provision,” as an eminent 
General on the Western Front was never tired of explaining to his 
entourage , are necessary in the mounting of a great offensive-—however 
inconvenient they may make it for those concerned in the actual 
business of preparation. 

| Lieut.-Cplonel A. Brough was responsible for the initiation and 
the carrying out of most of the RJ5. preparations for the attack ; but 
he did not remain to see the final results of his work, as he was appointed 
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model of the Yser Canal, in the crossing of winch the assault 
was constantly rehearsed. Close to divisional headquarters 
a large sand model was erected of the whole of the area over 
which the XIV Corps was to operate. This model, which 
was laid out to scale and showed the enemy’s positions 
together with the natural and artificial features of the 
country, proved most useful both to officers and other ranks. 
It gave a good idea of the ground which would have to be 
traversed, thus enabling the leaders to decide upon, and 
then to explain to then’ followers, the best tactics for the 
overcoming of the various obstacles in the course of the 
advance.* 

(5) The problem op the crossing op the Yser Canal. 

Over and above all the other matters in connexion with 
the coming operations which called for his attention, the out- 
standing problem which cotifronted Major-General Fcilding 
was how best to convey his troops across the Yser Canal. 
The successful conduct of the advance—indeed, the possibility 
of any advance at all—on theBocsinghe front clearly depended 
upon the rapidity and precision with wliich this initial and 
exceedingly difficult movement could be carried out. Several 
suggestions for crossing the canal were put forward and 
considered, but the first plan which seemed really practicable 
was an ingenious one recommended by the Belgians. By 
their advice a number of mats about a yard in width and 
somewhat longer than the canal at its broadest point were 
constructed out of strong canvas, reinforced with a backing 
of wire netting and small wooden slats at close intervals.’ 
A demonstration on the Poperinglie Canal proved that these 
mats when rolled up could be carried with tolerable ease 
and could be unrolled by two men as they went forward. 
It was found, too, that the mats did not sink much in the 

D.D.G.T. at G.H.Q. on the lOlli of July. He was succeeded as C.R.E., 
Guards Division, by Lieut.-Coloncl E. F. W. Loes. , 

* See “ The Irish Guards in the Great War," vol. ii. p. 1C7. The 
excellent air photographs and maps, which were plentifully supplied 
by the General Stan (Intelligence) XIV Corps, were alBO of the greatest 
a ' isfonee to nil rnn , '' t ’, 
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mud and that a rope taken forward as a hand rail served to 
mark the position of the mat when submerged under water.* 

But although this demonstration, and their actual em¬ 
ployment in one or two raiding expeditions across the canal, 
showed that use could be made of the mats when there was 
comparatively little water in the canal, it was obvious that 
it would be unwise entirely to rely upon them—for, in the 
event of heavy rain, the water level in the canal would be 
certain to rise with great rapidity. Some light, single file, 
bridges, therefore, made of wooden piers with a foundation 
of petrol tins and joined together by ti'ench grids, were also 
constructed by the R.E., and carefully stored in the chambers 
under the canal bank to which allusion has already been 
made.f 

* No less than 600 men successfully passed over the Poperinghe 
Canal during this demonstration. Two companies of the 4th Bn. 
Coldstream Guards (Pioneers) were given special training in the putting 
down of these mats. They were also instructed in the art of laying 
down the light bridges which were also made for the crossing of the 
canal. 

f See p. 226. By about the 23rd of July the bridging preparations 
for the crossing of the canal were nearly ready. In each chamber under 
the bank were stored a petrol tin bridge, 5 wooden foot-bridges for 
infantry, and a quantity of tools, pickets and other necessary stores. 
Behind each tunnel were 9 mats and repairing materials. A heavier 
petrol tin bridge was placed in the interval between each tunnel. The 
conveyance of all these stores to the front line taxed the energies of 
large carrying parties nightly for the best part of a week. As much as 
possible was brought up during the daytime, but the heavier loads 
could only be handled under cover of the darkness, for the enemy’s 
artillery fire not only killed, wounded and scattered the carriers, but 
it also destroyed material which could only be replaced with difficulty. 
The R.E, guides did splendid work in getting parties forward through 
the Gorman barrages, and in collecting men and stores when they had 
been scattered. “ During the last fortnight the company has marched 
an average of 160 miles per man in addition to daily work. A good 
portion of this has been with heavy loads and all in shelled areas. The 
company has been in contact with ‘ windy ’ working parties, and 
though R.E. casualties have been small, many casualties in carrying 
parties have been seen. The company is generally worn out and in need 
of a rest, but its moral remains good.” See W.D., 70th Field Company, 
R.E., July, 1917. It should be noted that the “ windy ” working 
parties to which reference is made were not supplied by the Guards 
Division, 
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(6) Reconnaissance Work by tiie troops in the line. 

During the early days of its sojourn in the line the 2nd 
Guards Bde, did some excellent patrol work, which was of 
material assistance to the divisional staff when drawing up 
the operation plans for the offensive. 

Throughout the month of June the enemy’s artillery and 
flying force were active in firing and bombing in the area 
behind the line and left the troops in the front trenches in 
tolerable peace. The German infantry, too, during this 
period was quiet and unenterprising. 

As soon as they took over the Boesinghc sector, con¬ 
sequently, the Guards availed themselves of the opportunity 
and lost no time in making a full reconnaissance of the German 
wire and trenches. It became the practice of the battalions 
of the 2nd Guards Bde. to indulge in from 5 to 10 minutes’ 
rifle Are each night in order to cover the passage of the canal 
by their patrols, and it soon became evident from the reports 
of these patrols that the trenches in the enemy’s front 
system of defence were generally, if not invariably, un¬ 
occupied during the-hours of darkness. 

On the night of the 25th of June, therefore, the 1st Bn. 
Scots Guards sent a large party of men across the canal in 
order to test the value of the mats with which by this time 
they had been provided. The mats, which were in charge of 
a small party of R.E., proved a great success. The Scots 
Guards remained about two hours in the enemy’s front line 
trenches without even seeing a German, and reported that 
the wire was damaged and that the trenches were in bad con¬ 
dition. They also brought back the information that the 
small stream known as the Ypcr Lea was dry in many places, 
whilst in others it was pitted with shell-holes which were 
full of water and unford able. 

Before the end of June the 1st Guards Bde. took over 
the line, while the 2nd Guards Bde, withdrew to Herzecle 
for training,* and the 8rd Guards Bde. moved up into im¬ 
mediate reserve in the woods round Woesten. 

* The losses of the 2nd Guards Bde. whilst in the lino during this 
period were 1 officer and 121 other ranks, A practice attack carried 
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The 1st Guards Bde. was as active in patrolling as had 
been the 2nd Guards Bde. On the 2nd of July two parties 
of the 2nd Bn. Grenadier Guards crossed the Yser Canal 
near the ruins of the railway bridge, and found the German 
front line trenches deserted. They were attacked, however, 
by some of the enemy’s bombers who came up from the 
support line, and also fired upon, before they withdrew. 
A few days later the 2nd Bn. Coldstream Guards sent two 
patrols into the German trenches. They came upon one of 
the enemy’s posts and after a short fight returned with one 
wounded prisoner.* 

This continuous activity on the part of the Guards at 
last had the effect of stirring up a spirit of retaliation among 
the Germans and in the early morning of the 14th of July 
a hostile raid took place. At 1.50 a.m., when it was still very 
dark, the enemy put down a heavy box barrage round the 
right of the 1st Guards Bde. front, cutting off the two right 
platoons of the 1st Bn. Irish Guards. Three-quarters of an 
hour later a party of about 50 Germans attempted to rush 
this portion of the line, but was met by such vigorous rifle 
and machine-gun fire that the majority of the attackers 
turned back. A few of the more daring spirits, however, 
made their way into a trench just north of the railway line, 
and, although one of them was captured, the others managed 
to make their escape, f Shortly after this episode, the 2nd 

out by the brigade at Herzcclc -was witnessed by H.M. The King, 
H.R.H. The Prince of Wales, Sir Hubert Gough and Lord Cavan. 

* The capture of this prisoner and the discovery of some German 
documents in a dug-out identified the presence of the 228tli Regiment 
in the line opposite the Guards and of the 49th Reserve Division north 
of the Ypres—Staden railway line, with the 28rd Reserve Division on 
its left—information which confirmed the enemy’s order of battle as 
already given in the XIV Corps Intelligence reports. 

t Considering the intensity of the box barrage, the front line 
casualties of the Irish Guards were extremely light; the companies 
in the support line, which was subjected to a shrapnel bombardment, 
suffered more severely. See “ The Irish Guards in the Great War,” 
vol. i. pp. 221-228. Just about this time the 1st Bn. Irish Guards was 
singularly unfortunate with regard to casualties. On the 11th of July, 
Licut,-Colonel C. A. Rocke, who had succeeded Major the Honblc. 
H. R. Alexander in the command of the battalion earlier in the month, 
was injured by a fall in the trenches. Major R. V. Follok from the 
2nd Rn. t,lv»n a nm»d the comm, nd of the 1st Bn. . On the 12th of 
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and 3rd Guards Bdcs. took over the line in anticipation of 
the coming attack, while the 1st Guards Bdc. went back to 
the Herzeele area for further training. 


(7) Plan op attack by the Guards Division. 

While the preparations in the front area were being pushed 
forward with as much rapidity as possible, the details of the 
forthcoming operations were being carefully elaborated by 
Major-General Fcilding and his staff. 

At a conference, held on the 18 th of June at divisional 
headquarters, the brigadiers of the 2nd and 3rd Guards 
Bdes. submitted their plans of attack, and the general scheme 
for the advance of the division was explained by the Major- 
General. The 2nd Guards Bde. on the right of the divisional 
front with the 38th Division on its right, and the 3rd Guards 
Bde. on the left, with a division of the First French Army * 
on its left—each brigade, attacking on a front of two bat¬ 
talions—were to assault tire first objective, a line running a 
little north-east of Wood 15 and thence in a southerly 
direction just west of General’s Farm and Palissadc Farm 
across the Ypres—Staden railway, f As soon as this line 
had been earned, the supporting companies of the battalions 
which had made the initial attack were to advance and 
seize the “black line,” just east of the Pilclccin—Het Sas 
road.f When this objective had been secured, the remaining 
two battalions of each brigade were to push forward and to 
capture a line on the eastern side of the road which ran 
from Kortekeer Cabaret to Pilckem,§ which formed the 
third objective. 

The task assigned to the 1st Guards Bde., the exact 
extent of which was not definitely decided upon until early 

July the battalion transport was heavily shelled and all four company 
quartermaster-sergeants became casualties: later, on the evening of 
the same day, the transport officer was gassed. 

* The First French Army relieved the Belgians north of the Guards 
Division hi the early days of July. 

f Known as the “ blue line.” See Map facing p. 264. 

$ See Map facing p. 264. 

§ Known as the “ green line.” See Map faoing p, 264. 
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in July, was to exploit the successes gained by the other two 
Guards brigades. This entailed first the forcing of the 
passage of the Steenbeelc—a stream which in fine weather 
was not a formidable obstacle, but which was apt to be 
speedily flooded if there were much rain—and secondly, 
the consolidation of a defensive position on its eastern side 
with the left battalion of the brigade linked up with the 
French at a point a little to the east of Colonel’s Farm.* 
In the event of a complete collapse of the enemy’s resistance, 
the brigade was to push forward without delay to a line east 
of Langemarck and Wijdendrif t. 


(8) Work of the Divisional Artillery, Trench Mortars 
and Machine Guns on the Divisional Front in 

THE PRELIMINARY BOMBARDMENTS. 

The artillery bombardment of the German defences 
before the battles of Ypres, 1917, began on the 16th of July.f 
On the front held by the Guards Division the field artillery 

* See Map facing p. 254. 

t Sir Douglas Haig in Ilia final Despatch, dated the 21st of March, 
1019, states that the third Ypres was an artillery battle—“ an intense 
struggle for artillery supremacy ” between the opposing armies. “ By 
dint of reducing his artillery strength on other parts of the Western 
front, and by bringing guns from the East, the enemy definitely 
challenged the predominance of our artillery. In this battle, therefore, 
the proportion of our artillery to infantry strength was particularly 
largo. In the opening attack on the 81st July our artillery personnel 
amounted to over 80 per cent, of the infantry engaged in the principal 
attack on our front, and our total expenditure of artillery ammuni¬ 
tion on this day exceeded 23,000 tons.” See “ Sir Douglas Haig’s 
Despatches,” pp.3S2,338. It might possibly he argued that the increase 
of the German artillery on the Flanders front in the summer of 1017 
to which Sir Douglas Haig alludes was a direct consequence of the 
British concentration in that area, and that it might have been a 
wiser policy on our part, had it been possible, to have mounted 
our offensive less elaborately with less advertisement and more of 
the element of surprise. At the time many of those most familiar 
with the salient were doubtful whether an artillery preparation on 
the scale adopted on the Somme and at Arras would be equally 
successful in the Ypres area. They knew that the water was very 
near to the surface throughout the greater part of the district and they 
were convinced that the ground would be ploughed up by the gun fire 
to such an extent that the progress of the infantry would be immensely 
impeded and tanks rendered useless. 
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was divided into two groups, the Guards divisional Artillery 
together with the Fifth Army Bde., R.II.A., under the 
command of Lieut.-Colonel A. B. BcthclJ,* forming the 
left group for the support of the 3rd Guards Bde., while the 
group supporting the 2nd Guards Bde. was composed of 
batteries belonging to the 29 th Division.f 

As has been already stated, :£ no villages lay in the path 
of the projected advance of the Guards Division, and in rear 
of the German trench line which formed the first objective 
there was no organized system of trenches until the defensive 
positions east of Wijdcndrift were reached. Consequently, 
in the preliminary bombardment, the heavy artillery and the 
4 - 5 howitzers—apart from counter-battery work—were 
required to fire upon the numerous fortified woods, farms 
and concrete block-houses, all of which were likely to prove 
serious obstacles to the advancing infantry. The r61c of 
the field artillery was to assist in the cutting of wire ; to keep 
the enemy’s defences, which had been damaged or demolished 
by the heavies, under intermittent fire by day and night; 
to search areas for parties of the enemy who might be occupy¬ 
ing defensive positions in shell-holes or in the open; to co¬ 
operate when required in concerted bombardments ; and to 
cover the raiding parties into the enemy’s lines. To the 
trench mortars was given the task of cutting the enemy’s 

* As Licnt.-Colonel Bethell was in command of the group, the 
command of the 75th Bde., R.F.A., devolved upon Major R. Hovil 
throughout the duration of the battle. On the 28rd of July Lieut.- 
Colonel F. A. Buzzard, commanding the 74th Bde., R.F.A., was 
wounded; he was succeeded in the command of the brigade by Major 
C. E. Vickery, 

t Of the Guards divisional Artillery only the 74th Bde. went into 
action with the division when it took over the lino in Juno. Its 
batteries relieved a brigade of the 88th divisional Artillery in gun 
positions near Elverdinghe, White Hope Corner, Bluet Farm and 
Zuydschoote. The guns were employed in tho usual routine shooting 
associated with trench warfare. Tho personnel was further employed, 
however, in preparing new positions for the coming offensive—a tusk 
which was shared by parties sent up by the 76th Bde. The men of 
the D.A.C. worked on the construction of observation posts. On the 
11th of July the 75tli Bde. began to move into action, and, on the 
13th, its batteries covered the front while those of the 74tli Bde. took 
up their battle positions. 

$ See p. 224. 
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wire and of destroying the strong points in his forward 
trenches.* * * § On the day the bombardment began, sixteen 
2-in. mortars started upon the work of destruction, and a 
day or two later, three 9'45-in., one super 9'45-in. and two 
6-in. mortars were also brought into action.f The Guards 
Machinc-Gun Companies throughout the preliminary bom¬ 
bardment worked in effective conjunction with the gunners— 
their overhead harassing fire being an important adjunct to 
the artillery preparation. $ 

An unpleasant, but inevitable, effect of the opening of 
the British bombardment was an immediate increase in the 
activity of the enemy’s artillery, his guns being mainly em¬ 
ployed in searching for the British batteries and in shelling 
with gas the back areas. It was about this time that the 
Germans first made use of “ mustard ” gas, which, in addition 
to producing in its victims some of the usual symptoms of 
gas poisoning, raised painful blisters on the skin, even through 
the clothing. So many casualties were occasioned by this 
new kind of “ frightfulness ” during the days of preparation 
for the offensive that a special warning was issued by the 
Fifth Army as to the nature of the gas, its effects and the 
precautions to be used against it. § 

* The Trendi-Mortar Batteries of the Guards Division, in spite of 
the assistance rendered by the persona el of the batteries of the 29th and 
56th Divisions, had a difficult task in constructing their emplacements 
and bringing up their ammunition. The latter was delivered as for as 
Bluet Farm, 1,000 yards east of Elverdinghe, by the D.A.C., and then 
was conveyed by trench tramway to Boesinghe CMteau where carrying 
parties awaited it. On the 17th of July, however, the explosion of an 
ammunition dump damaged the tramline aiid subsequently the shells had 
to be man-handled all the way from the “ X ” line {see Map fadng p. 254). 
Some idea of the amount of work required may be gathered from the fact 
Unit during the bombardment which preceded the offensive over 5,200 
rounds of trench-mortar ammunition were ilred on the Guards divisional 
front. All artillery personnel were given 8 hours' rest in every 24 hours. 
See W.D., Guards Divisional Artillery, App, 8, July, 1917. 

f The two last-mentioned types of mortar were used for the first 
time during this bombardment and the results achieved by their fire 
are reported as having been extremely satisfactory. 

1 See W.D., 4th Guards Bdc. Machine-Gun Company, July, 1917. 

§ See W.D., Guards Division, Apps. 855 and 893, July, 1917. When 
good discipline was maintained and the proper precautions taken, it 
was easy to exaggerate the dangers of u mustard. gas* On the 17th of 
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(9) Postponement oe the Ypbes offensive—Further 

RAIDS BY TIIE GUARDS. 

The opening of the offensive had been fixed fox* the 25th 
of July, but the British counter-battery work proved so 
effective that the Germans were compelled to withdraw many 
of their guns, and it thus became necessary to bring fire to 
bear upon them in their new positions befox'c the infantry 
attack could be safely launched.* This led to the postpone¬ 
ment of the battle for three days. Then, unfortunately, 
the visibility became extremely bad, and the French gunners 
insisted upon being allowed a little more time for their 
preparations, with the result that zero day had to be put off 
until the 81st of July. 

In view of this change of plans, Major-General Fcilding 
decided to give the two attacking brigades a few days’ rest, 
and so, on the 26th of July, the 1st Guards Bde. took over 
the whole of the divisional front, occupying the line with one 
battalion—the 8rd Bn. Coldstream Guards. 

Before their withdrawal, however, the 2nd and 3rd Guards 
Bdes. had been very active in their raids across the Yscr 
Canal. On the night of the 10th~20th of July the whole 
of the enemy’s front line defences opposite the Guards 
Division was raided by the 2nd Bn. Irish Guards on the right 
and the 4th Bn. Grenadier Guards on the left. This attack 
was carried out without any artillery support. Mats were 
placed over the canal bed by parties of the 4th Bn. Cold¬ 
stream Guards (Pioneers), but it was found that the water 
had risen a good deal so that only a part of the passage could 
be bridged in this way. On the right, some of the Irish 
Guards had to wade with the water up to their arm-pits, 
but they succeeded in making their way into the enemy’s 
trenches. They found them desei’ted and much damaged 

July the camp of No. 1 Section of the Guards D.A.C. between Elver- 
dinghe and Zommerbloem was heavily bombarded with gas shell. 
All ranks behaved with great ooolness. The transport animals—90 
in all—were fitted with their respirators and then led quietly away, 
the section sustaining no casualties whatever. See W.D., Guards 
Division, App. 8S0, July, 1917. 

* See 44 Sir Douglas ITaig’s Despatches,” p. 112. 
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by the bombardment. Another party belonging to the 
same battalion effected the passage of the canal, although 
two men were nearly drowned, and had a bombing encounter 
with a party of Germans. The remaining Irish raiders 
found it impossible to get through the mud and water, and 
had to abandon the attempt. 

Four parties of Grenadiers after much difficulty were 
successful in crossing the canal a little to the north of the 
Pont de Bocsinghe, and found the enemy on the alert. One 
party had a fairly stiff fight before it could make its way into 
the German trenches, and an enveloping movement by the 
enemy, who seemed to be in considerable strength, eventually 
caused the raiders to retire to their own line—their with¬ 
drawal being admirably covered by the rifle fire of the men 
of the 4th Bn. Coldstream Guards (Pioneers) who were in 
charge of the mats.* 

On. the night of the 22nd-28rd of July patrols of the 8rd 
Bn. Grenadier Guards reported that the canal in the neigh¬ 
bourhood of the railway line was easy to cross, but that 
farther to the north the water was much deeper. They 
met with no opposition from the enemy. The following 
night, however, raiders from the 1st Bn. Coldstream Guards 
had a sharp fight with the Germans and suffered several 
casualties.! 

The various experiences of these raiding parties and the 
ominous reports as to the increase of water in the canal 
did not lessen the anxieties of Major-General Feilding and 
his staff, for although it was tolerably clear by this time 
that the enemy was not holding his front line trenches in 
any strength, it was yet equally clear that his troops were 
fairly on the alert, and that, in the event of the water rising 
to any appreciable extent, the passage of the canal must 
inevitably be a lengthy and costly operation. 

The effect, too, of the enemy’s artillery fire on the front 

* See W.D., 3rd Guards Bde,, July, 1917. 

Two German deserters surrendered on the 24th of July. They 
enlarged upon the effectiveness of the British bombardment and 
stated that no rations had reached the enemy’s troops in the front line 
trenches for five days. 
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trenches, in retaliation for the British bombardment, during 
this period of waiting, showed only too clearly what heavy 
losses the crossing of the canal might entail.* 


(10) The crossing of the Yser Canal, 27th of July. 

The anxieties of those responsible for the crossing of the 
Yser Canal by the Guards Division were unexpectedly laid 
to rest by the action of the enemy. In the early hours of 
the morning of the 27th of July two wounded men belonging 
to the 38th Division were observed on the bank of the canal 
opposite the Guards front and were brought into the British 
lines without any sign of life being observed in the enemy’s 
trenchcs.f A report was also received at divisional head¬ 
quarters, before 9 a.m. the same day, from an R.F.C. 
observer stating that there were few if any Germans west 
of the Steenbeek, at any rate in the sector of the line facing 
the Guards Division. 

Upon receipt of this important information Major- 
General Fcilding made up his mind to attempt the crossing 
of the Yser Canal in broad daylight and with no preliminary 
artillery bombardment or covering fire. He sent at once 
for Lieut.-Colonel Crawford, commanding the 3rd Bn. 
Coldstream Guards whose battalion, it will be remembered, 
was holding the divisional front, and told him to cross the 
canal and then to send forward strong patrols as far as 
the line, Baboon support trench—Artillery Wood, the object 
being to secure as good a defensive position as possible on 

* The casualties in the line were heavy. The 1st Bn. Scots Guards, 
for example, which took over the 3rd Guards Bdc. front; on the 22nd 
of July, lost 5 officers and 200 other ranks in less than four days—the 
majority of the casualties being due to gas. Two days before, the 
1st Bn. Coldstream Guards had the misfortune to lose its third com¬ 
manding officer, LIeut.-Coloncl E. B. Grogge-Hopwood. He was killed 
together with his second in command, Major S. Burton, by tho same 
shell when going on a tour of inspection after talcing over the line. The 
command of the battalion devolved on Major J. C. Brand. Lieut.- 
Colonel Gregge-Hopwood was an officer of exceptional ability and 
experience, and his death was a severe loss to the division. 

t See “ Tire Grenadier Guards in the Great War,” vol. ii. p. 201. 
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the eastern side of the canal. 1,1 At about 5.20 in the after¬ 
noon, therefore, four patrols of the 3rd Bn. Coldstream 
Guards crossed the canal on mats, and, finding the German 
front trenches completely deserted, quietly continued to 
feel their way forward, while four other patrols followed in 
immediate support. A few of the enemy were either killed 
or captured by the leading patrols as they advanced, while 
those which followed unearthed a few more Germans hiding 
in dug-outs south of the Ypres—-Staden railway line.f 

The Coldstream patrols eventually reached a line, Wood 
14—south of Bois Earm—Baboon reserve trench—south-west 
edge of Artillery Wood—Ypres-Staden railway line, and 
were in touch with troops of the 38th Division in Canal 
avenue on their right and with the French on their left.J 
By this time, however, the Germans were beginning to 
concentrate, and the Guards outposts were subjected to a 
good deal of machine-gun and rifle fire. The Coldstream, 
therefore, set to work to dig a trench in rear of the position 
which they had gained, and, as soon as this had been com¬ 
pleted, two companies were stationed in the new front line 
and one company in the new support trench, while the remain¬ 
ing company stayed just east of the canal. 

After darkness had set in, the French decided to retire, 

* An explanation for the unexpectedly easy crossing of the canal 
which followed is contained in the XIV Corps Intelligence Summary. 
It appears that when the British aircraft went over the enemy’s lines 
in the early morning of the 27th of July the Germans took shelter in 
their dug-outs. This accounted for the air report that the enemy 
had deserted Impositions. Opposite the Guards Division the German 
fron t was thinly held because sounds of tunnelling had been heard on the 
canal bank and the enemy, after his unpleasant experience at Messines, 
was fearful of mines—moreover, a por tion of the line was really destitute 
of defenders as a company of the 220th R.I. Regt. (49 th Reserve Division) 
had retired without orders owing to the severity of tlie British artillery 
bombardment. A similar retirement took place opposite the trench 
farther north, but the 28rd Reserve Division, which was holding the 
front opposite the 38th Division, was in strength and showed little 
disposition to give ground. See Intelligence Summary, No. 47, XIV 
Corps, July, 1917. 

f The total captures amounted to 2 officers and 42 other ranks. 

J The French troops on the loft crossed the Yser Canal about the 
same time as the Guards and troops of the 38th Division, whose line 
already lay on the far side of the canal, moved forward. 

voi.. r. K , 
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while the troops of the 38th Division found themselves 
unable to maintain their hold on the new positions which 
they had secured. These retrograde movements on both 
sides of them made it necessary for the Coldstream to throw 
back two defensive flanks. Throughout the night of the 
27th-28th of July, the battalion worked hard to improve its 
position and its patrols were very active;* the enemy, 
however, made no attempt at a counter-attack, and the 
new line was more or less firmly consolidated by daybreak 
on the 28tli. By i5 a.m., too, the 4th Bn. Coldstream 
Guards (Pioneers) had succeeded, notwithstanding the 
vigorous shelling of the canal bank by the enemy’s artillery, 
in placing fourteen bridges of various kinds across the canal, 
twelve of which remained available for troops from this 
time onwards until the offensive was launched on the 31st 
of July. 

With the return of daylight the French reappeared on 
the scene, returning to their position at Wood 14. This 
relieved any anxiety about the left flank, but on the right 
it was deemed advisable to maintain the defensive flank 
from Artillery Wood along the railway line and Canal avenue 
to the junction of the Yscr Canal and the Yper Lea. 

Although it was soon apparent that the enemy was in 
some strength in Cariboo avenue and Artillery Wood, the 
28th of July passed tolerably quietly in the new line, and 
the 1st Bn. Irish Guards, consequently, was able to take over 
without much difficulty the portion of the front between 
Douteuse House and Wood 14. The Germans, indeed, 
appear to have been under the impression for some time 
during the day that the Guards lmd retired, for most of the 
enemy’s men who were captured on the 28fch were on their 
way to take up their old positions.f In the evening—by 

* The Coldstream were in constant touch with the enemy through¬ 
out the night and captured 1 officer and 20 other ranks, besides killing 
or wounding a number of Germans. 

f This may have been the impression among the troops in the area 
immediately behind tlio forward trench system, but the situation must 
have been known farther in rear as a German wireless message was 
intercepted during the day ordering a counter-attack to drive back 
the Guards across tho canal. “ Point 196 ” was given as the spot 
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which time the new positions held by the Guards had no 
doubt been more or less accurately located by hostile aero¬ 
plane observers—the enemy’s artillery became much more 
aggressive, both the advanced line held by the 1st Guards 
Bde. and also the canal front being heavily shelled.* The 
Germans also attempted to make a counter-attack from the 
direction of Artillery Wood and the Ypres—Staden railway 
line, but, although they were in some force, they were quickly 
dispersed and driven back by artillery and machine-gun fire.f 

During the night of the 28th-29th of July the 1st Bn. 
Irish Guards, whose patrols were particularly active, seized 
a German block-house in front of Bois Farm, capturing a 
machine gun, and killing or taking prisoner most of its 
garrison. Throughout the 29th the enemy’s artillery 
maintained a persistent bombardment on the Guards front, 
but in spite of this, about dusk that day, the battalions 
of the 2nd and 3rd Guards Bdes., which were to carry out 
the attack on the 31st, successfully relieved the 3rd Bn. 
Coldstream Guards and the 1st Bn. Irish Guards in the 
front line.} 

for the concentration for this attack. This point was identified on 
one of the enemy’s maps as the junction of Canal avenue and Cable 
support trench. The Guards line was accordingly strengthened at 
this point and machine guns and LcwiBguns placed in suitable positions 
to cover the defence. 

* Half of the 78th Field Company, R.E., with an infantry carrying 
party, which was going forward with wire for the new line, was caught 
in the enemy’s barrage near the canal. Most of the carriers were 
dispersed and the few sappers who made their way to the forward area 
had only enough wire with them to cover 120 yards. In the early 
morning of the 20th of July, however, men belonging to the same 
Field Company managed to lay a heavy footbridge across the canal 
at Hunter Street, just south-west of Pont de Boesinghe, and thence 
marked out a track with tape and pickets to the new front line. During 
the night of the 20th-30th of July another attempt was made to carry 
forward wire and other material for the construction of strong points 
in Baboon resorve trench ; but the 66th Field Company, R.E., which 
was employed on this attempt was no luckier than the 70th Company, 
being checked by a heavy hostile barrage. 

t This was the counter-attack to which allusion was made in the 
captured wireless message. See note on p. 240. 

$ Tire XIV Corps commander sent a special message of congratula¬ 
tion to Brig.-General Jeffreys, commanding the 1st Guards Bde. i— 
“ Although there arc much bigger things ahead of you I do congratulate 
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The advance of the Guards on the 27th of July, combined 
with this relief and the ant-like activity in rear of the British 
lines, no doubt made it plain to the German observers that 
the long expected offensive was at last about to be launched, 
and the enemy’s guns were continuously active during the 
night of the 29th of July and throughout the whole of the 
following day. The front line, the canal bank, Bocsinghe 
and the district in rear of that village were systematically 
bombarded.* Nevertheless, the movement of troops to 
their appointed positions went forward with tolerable 
smoothness even during the light of day, and, once dusk had 
set in, the actual concentration of the Guards battalions in 
their forming up positions for the attack was carried out 
with rapidity and with perfect precision.’!" 

By 1 a.m. on the 81st of July the leading battalions of 
the 2nd and 3rd Guards Bdes. were all east of the canal and 
were ready to advance from a line a little in rear of the forward 
positions which had been held by the Guards Division since 
the 27th of July. The remaining two battalions of each 
brigade were stationed in the old front line and the “ X ” 
line, while the troops of the 1st Guards Bdc. were in a position 
of readiness north of Cardoen and Roussel Farms, behind 
Elverdinghe. The officers were all dressed and equipped 
like their men, and each brigade was accompanied by its 
trench mortars and a proportion of the guns belonging to 
its machine-gun companies. 

your brigade most heartily on your achievements of the past few days. 
1 believe the successful crossing of the canal will prove the salvation 
of hundreds of gallant Guardsmen.” See W.D., 1st Guards Bde., 
App. 7, July, 1017. 

* On the extreme right of the front of the Guards Division the 1st 
Bn. Scots Guards lost about 70 men, and one of the enemy’s shells 
struck Bn. headquarters, unfortunately wounding Lieut.-Colonel 
Romilly, the commanding officer. Captain Hugh Ross took over the 
command of the battalion. 

t The comparative immunity with which all the troops reached 
their places was largely due to the fact that the artillery carried out a 
gas bombardment of the enemy’s gun positions from about 10 p.m. 
on the night of the 80th which lasted almost to the time when the 
advance was due to begin. This successful bombardment appears to 
have been suggested by Brig.-GeneraJ J. Ponsonby, commanding the 
2nd Guards Bde. See W.D., Guards Division, App., Report of the 
2nd Guards Bde., July, 1917. 
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(11) Artillery and Machine-gun barrage, 81st of July, 

Much time and attention were given to the artillery 
arrangements for the 31st of July—for, in view of the enemy’s 
great strength in this arm and the almost uninterrupted 
observation which his gunners had over the battle area, 
it was recognized that unless the fullest protection were 
afforded to the infantry the task of the attacking troops 
might be too onerous a one—even for the Guards, In the 
artillery programme, as finally drawn up, it was arranged 
that the advance of the Guards brigades should be covered 
by a creeping barrage, provided by six brigades, R.F.A., 
and that this barrage should be moved forward at an average 
rate of 100 yards in 4 minutes. The fire of the field artillery 
was also to be supplemented by a machine-gun barrage 
supplied by the 2nd, 3rd and 4th Guards and the 88th 
Machine-Gun Companies—each company being represented 
by two sections of its guns. 

In addition to the creeping barrage, the attacking troops 
were to be further protected by means of a standing barrage, 
provided by the heavy artillery of the XIV Corps, which was 
to be lifted eastward in advance of the creeping barrage. 
These artillery plans had been settled before the advance 
across the Yser Canal on the 27th of July took place; but, 
except that the barrage on the front of the Guards Division 
and the 1st French Division had to be timed to come down 
a little later and a little farther forward than had been arranged, 
the programme required no alteration. 

(12) Advance of the Guards to their first objective, 

81 st of July. 

The early hours of the 31st of July were dull and overcast, 
but no rain fell, and, at 3.50 a.m. zero hour, the artillery 
barrage came down in front of the 88th Division, and the 
attacking troops of that division moved forward. The 
enemy immediately began to shell the line of the Guards 
Division, but not with much severity, and thirty-four minutes 
later, when the advance of the 88th Division had reached the 
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level of the Guards front, the British barrage was extended 
northward and the leading troops of the 2nd and 3rd Guards 
Bdes. dashed forward to the attack. 

The advance began on the extreme right of the line of 
the 2nd Guards Bde. as the right flank battalion—the 1st 
Bn. Scots Guards—had to keep in touch with the troops of 
the 38th Division. The Scots Guards met with but little 
resistance from the enemy and reached their first objective 
without much difficulty. The 2nd Bn. Irish Guards, on 
the left of the Scots Guards, had an even easier task as 
they made their way to the “ blue line ” within a quarter 
of an hour from the beginning of the attack, having en¬ 
countered no opposition of any kind. The two battalions 
set to work at once to consolidate the new front, linking up 
with the 16th R.W. Fusiliers (88th Division) on their right. 
During this work of consolidation the Scots Guards suffered 
a good many casualties from the fire of a machine gun in 
Artillery Wood, the presence of which had not been discovered 
during the advance. It took some little time to clear the 
enemy out of the wood, but the task was successfully carried 
out and the new position made tenable. 

Meanwhile, on the left of the Guards advance, the 3rd 
Guards Bde. with the 1st Bn. Grenadier Guards on the right 
and the 1st Bn. Welsh Guards on the left, had also reached 
the line of the first objectives. 

The actual advance of these two battalions was carried 
out with little fighting, but the Grenadiers had had several 
casualties, including one company commander, before they 
moved forward to the attack. The Germans held out 
for some time in block-houses in Wood 15, but the Welsh 
Guards by means of a vigorous bombing attack eventually 
drove them out of their strongholds. Both the battalions 
of the 3rd Guards Bde. arrived on their new line at the 
appointed time, having killed, wounded or captured about 
150 of the enemy. A perfect cooperation with the French 
on the left flank was a feature of this advance which largely 
contributed to its complete success. 
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(13) Advance to the second objective. 

Soon after 5 a.m. the 2nd Guards Bde. continued its 
advance to the second objective. This was carried out, 
as arranged, by the supporting companies of the two battalions 
which had made the original attack. The Scots Guards 
again met with but slight opposition, the only resistance 
which at all delayed their progress coming from a few of the 
enemy’s machine gunners posted in shell-holes. The Irish 
Guards had a much harder task.* They encountered a 
very heavy enfilade machine-gun fire from the direction of 
Hey Wood, the enemy being quick to take advantage of a 
break in the British barrage on this part of the front. But, 
in spite of the deter min ed character of the defence, the Irish 
Guards succeeded in reaching the “ black line ” by 6 a.m,, 
having captured 4 machine guns and 2 trench mortars during 
their advance, and killed or wounded a good many of the 
cnemy.-f- 

The supporting companies of the leading battalions of 
the 3rd Guards Bde. had not so far to advance in order to 
reach their second objective as had those of the 2nd Guards 
Bde., and they gained the “ black line ” with comparative 
case, the fire of some German machine guns, which proved 
troublesome on the right flank of the Grenadiers, being 
quickly silenced by a few rounds from a trench mortar. 

* The 40th Reserve Division, which had been holding this sector 
of the enemy’s line with the 220111 R.I. Regt. on the 27th of July (see 
note, p. 239), had been relieved by the 81st by the 111th Division, a 
much more formidable formation consisting of the 78rd (Hanoverian) 
Fusilier Regt., and the 78th and 104th Regts. The colonel and 
adjutant of the first mentioned regiment—whose men wear the word 
“ Gibraltar ” on the left sleeve in memory of the regiment’s share when 
in British service in the capture of that fortress—were taken prisoners 
by the Irish Guards during their advance to the “ black line.” 

t Licut.-Colonel E. B. Greer, commanding the 2nd Bn. Irish Guards, 
was unfortunately killed during the advance. His death was a great 
loss to his battalion. He had proved himself an inspiring and most 
capable commanding officer, and was very popular with all ranks. 
The command of the battalion temporarily devolved upon Captain 
Gunston as Major Ferguson, the second in command, was in regimental 
reserve, and Captain Alexander, the senior company officer, was out 
in advanee with his company. 
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Meanwhile, the four reserve battalions of the 2nd and 
3rd Guards Bdes., detailed for the capture of the third line 
of objectives, had crossed the canal in rear of the attacking 
battalions of their respective brigades and were following 
the advance in close support. They moved forward in 
artillery formation and their losses from shell Are were 
surprisingly light in view of the severity of the hostile artillery 
barrage through which they had to pass just east of the canal.* 


(14) Advance to the tiiied objective. 

At 7.15 a.m. the supporting battalions of the 2nd and 
3rd Guards Bdes., which had been deployed behind the 
“ black line, ” moved forward to the attack under the cover 
of the barrage. On the right of the 2nd Guards Bde. the 
3rd Bn. Grenadier Guards, which had already assisted the 
1st Bn. Scots Guards in the capture of the second objective, 
found its advance much impeded by machine-gun fire from 
the German block-houses along the Ypres—Staden railway 
line. In order to overcome the enemy’s opposition on this 
Hank, which was also hindering the advance of the 38th 
Division, it was found necessary to extend mul to reinforce 
the right company of the battalion, and then to support its 
attack with covering fire from the left flank. This manoeuvre 
was entirely successful; the German block-house, which had 
been the most serious obstacle to the attacking force, was 
captured; f and, by 8 a.m., the Grenadiers were in possession 
of their objective and in touch with the 1st Bn. Coldstream 
Guards on their left. They were also in a position to give 
further assistance to the troops of the 88th Division on their 
right, for they drove back the enemy from Vulcan Crossing 
and brought fire to bear on his machine guns, which were 
in action east of that point. 

* The 3rd Bn. Grenadier Guards, for instance, which did not leave 
its trenches west of the canal until 5 a.m., effected the crossing of the 
canal without a single casualty, although the passage wus a somewhat 
lengthy one owing to so many of the bridges having been broken. 
See “ The Grenadier Guards in the Great War,” voi. ii. p. 311. 

f Three officers and 52 other ranks together with 4 machine guns 
were taken bv the Grenadiers in this block-house. 
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On the left of the Grenadiers, the 1st Bn. Coldstream 
Guards, one of whose companies had already been of great 
assistance to the Irish Guards in the capture of their second 
objective, reached its new line without much trouble, although 
it had to extend its left to support the right flank battalion 
of the 3rd Guards Bde, which had been temporarily checked 
in Abri Wood, The Coldstream captured a good many 
prisoners and several machine guns during their advance, 
as well as a 4*2 gun which they found in a concrete pit on 
reaching their objective. The 4th Bn. Grenadier Guards, 
on the right of the 3rd Guards Bde. front, was less fortunate 
than the battalions of the 2nd Guards Bde., inasmuch as it 
came under heavy hostile machine-gun Are from Abri Wood 
whilst in the act of deploying for the attack. The Grenadiers, 
however, with the assistance of a smoke barrage, succeeded 
in outflanking these machine-gun positions, the majority 
of their defenders surrendering before the bombing parties 
readied them. The battalion then pushed forward rapidly 
and, after carrying Fourche Farm and Captain’s Farm, 
arrived upon the line of its objective at the scheduled time, 
where the work of consolidation was at once put in. hand.* 
The battalion captured 3 trench mortars near Abri Farm 
in the course of this attack, j* 

The 2nd Bn. Scots Guards, which attacked on the extreme 
left of the divisional front in close touch with the 201st 
French Regiment, met with but slight opposition and gained 
its objective without difficulty. On its left, however, the 
French advance was checked for some time by the Germans 
in Colonel’s Farm, and consequently, until late in the after¬ 
noon when this farm was at last captured, the Scots Guards 
had to throw back a defensive flank on the left of their line. 
At Major’s Farm they captured 2 field guns and about 


* A company of tlic 1st Bn, Grenadier Guards which had been placed 
under Lord Gort’s orders assisted in the work of consolidation. By 
2 p,m. the whole of the 4th Battalion’s new defences “ were complete 
and efficiently wired.” See “The Grenadier Guards in the Great 


War,” vol. n. p. 225. _ . ... 

f The Grenadiers paid a high tribute to the effectiveness of the 
creeping barrage, which was so accurate on their part of the went that 
the leading troops were able to keep within 60 yards of it. See W.D., 
4th Bn. Grenadier Guards, July, 1017. 
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50 prisoners, but the majority of the latter had to be sent 
to the rear through the French lines as men lor escorts could 
not be spared *—an unsatisfactory way of ensuring that 
the final total of prisoners taken should tally with a battalion’s 
returns. 


(15) Advance to tiie fourth objective. 

By 8 a.m., consequently, as a result of these successive 
attacks by the 2nd and 3rd Guards Bdes.— attacks which 
had been conducted with perfect precision and punctually 
to time—the whole of its third line of objectives was in the 
possession of the Guards Division, while touch was main¬ 
tained with the troops on each flank. 

It was now the turn of tire 1st Guards Bdc. to carry on 
the advance. Its task, as has already been stated,j' was to 
seize the crossings of the Stcenbeek and then to consolidate 
a line beyond the valley in which that stream lies; it was 
also to wheel half left on the western side of the Stecnbcck 
in order to secure a line facing north lor the purpose of 
linking up with the French on the left. 

The two battalions of the 1st Guards Bdc. detailed for 
the attack—the 2nd Bn. Grenadier Guards on the right and 
the 2nd Bn. Coldstream Guards on the left J—'reached the 
“ green line ” shortly after it had been secured. They had 
begun their advance as early as 4 a.m. and had crossed the 
Yser Canal by 6 a.m. Their advance was made in such good 
time that the company commanders were able to avail them¬ 
selves of gaps in the German barrage and so succeeded in 
bringing their men through it with but few casualties. § 

* The 3rd Guards Bde, reported the capture of 102 prisoners— 
a total which included men from the 73rd and 70th R.I. Regis, and from 
the Fusilier Regt. of the Guard. 

t See p. 283. 

t The two remaining battalions of the brigade—the 3rd Bn. 
Coldstream Guards and the 1st Bn. Irish Guards—were in divisional 
reserve. 

§ “ The Battalion (2nd Bn. Grenadier Guards) advanced in very 
good order, the intervals and distances being kept with great precision. 
Lieut.-Colonel do Crespigny, finding that ho was gaining on the time 
allotted to him, and noticing that the German barrage was irregular, 
gave orders that commanders of platoons might use their discretion, 
and halt occasionally in shell-holes, in order to avoid any zones which 
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But by about 8.50 a.m., when the 1st Guards Bde. began 
its attack upon the final objective, the enemy’s resistance 
had stiffened in a noticeable degree, and the heavy rifle and 
machine-gun fire, directed principally from the farm houses 
and block-houses west of the Steenbeek, proved extremely 
troublesome, especially to the 2nd Bn. Grenadier Guards on 
the right of the line. The difficulties of the Grenadiers 
were made still greater owing to the fact that the troops of 
the 38 th Division on their right were not ready to move for¬ 
ward at the hour arranged for the attack. This delayed 
them considerably, as the advance of their right company 
was checked and it thus lost the shelter afforded by the 
covering barrage. The Grenadiers, nevertheless, contrived 
by the skilful employment of their Lewis-gun and rifle fire to 
gain ground on the right which enabled them to form a 
defensive flank along the Ypres—Staden railway line until 
the advance of the 17th Bn. R.W. Fusiliers (38th Division) 
made the situation secure. The Grenadiers then pushed 
forward with great gallantry in the face of a vigorous artillery 
and machine-gun defence which caused many casualties. 
On the right, the fire of the enemy’s machine guns in the 
village of Langemarck and beyond the Langemarck—Wijden- 
drift road proved so deadly that the right half of the battalion 
was forced to dig in about 80 yards west of the Steenbeek, 
thus just failing to reach its actual objective, but in a position, 
nevertheless, from which it had a good field of fire. On the 
left, the leading company, which was reinforced by the left 
support company, pressed on with great determination, and, 
after seizing Signal and Ruisseau Farms,* forced the passage 
of the Steenbeek and established itself on a line about 60 
yards from the eastern bank of the stream. By 9.80 a.m. 
the 2nd Bn. Grenadier Guards, therefore, was in possession 
of the greater part of its objective. 

appeared to be receiving particular attention from the German artillery. 
The enemy was continually shortening his range, and there is no doubt 
that, by avoiding the shelling as necessity demanded, many casualties 
were avoided.” Bee “ The Grenadier Guards in the Great War,” 
vol. ii. pp. 228,220. 

* Thirty prisoners were captured in these farms including a battalion 
commander and other officers. 
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Meanwhile, on the left of the 1st Guards Bde. front, the 
2nd Bn. Coldstream Guards had succeeded in making the 
difficult wheel to the left and in gaining the line of the 
objective facing northward. The battalion had sustained 
a good many casualties before it began its attack, but had met 
with little serious resistance as it advanced. It was unable 
to gain touch with the French until late in the afternoon 
after the capture of Colonel’s Farm. 

(16) Organization or the new line, reliefs, etc. 

Before 10 a.m., therefore, on the 31st of July, the Guards 
had succeeded in capturing all their objectives except on 
the frontage of one company on the extreme right of the line. 
By this time, however, the enemy had clearly been reinforced 
and was in such strength beyond the Langemarck—Wijden- 
drift road and in Langemarck that any farther advance was 
out of the question. It was decided, therefore, to con¬ 
solidate the new positions as effectively as possible. The 
machine-gun defence was quickly organized. On the front 
held by the 2nd Bn. Coldstream Guards the four guns which 
had accompanied the battalion in the attack were soon 
distributed in positions that had previously been agreed upon 
and proved of the greatest value in the defence of the captured 
line. The machine gunners with the 2nd Bn. Grenadier 
Guards placed two of their guns in position to cover Vulcan 
Crossing,* and the machine guns which had accompanied 
the 2nd and 3rd Guards Bdes. in the advance were also 
distributed for the protection of the work of consolidation. 

In the afternoon the organization of the new line was so 
complete that it was found possible to withdraw some of 
the battalions in occupation of rear positions in the captured 
area. Accordingly, the 2nd Bn. Irish Guards relieved the 
1st Bn. Scots Guards and was relieved in its turn at dusk by 
the 3rd Bn. Grenadier Guards and the 1st Bn. Coldstream 

* The machine gunners -with the 2nd Bn. Grenadier Guards had 
had greater difficulties with which to contend than those who went 
with the Coldstream—one of their guns with its entire team had beon 
destroyed by a German shell. Sea “ The Grenadier Guards in the 
Great War,” vol. ii. p. 282. 
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Guards. These two battalions in depth then held the 2nd 
Guards Bde. sector in rear of the final objective. On the left 
of the divisional front, in the 3rd Guards Bde. sector, the 
1st and 4th Bns. Grenadier Guards relieved the 2nd Bn. 
Scots Guards and the 1st Bn. Welsh Guards, 

No incident of importance occurred in the new front line 
for the remainder of the day, although the enemy’s artillery 
fire increased considerably, and German snipers were un¬ 
pleasantly active along the entire front—their fire unhappily 
being instrumental in putting several officers of the 2nd Bn. 
Coldstream Guards out of action. 

In the evening a French attack upon ICortekeer Cabaret 
ended in failure, and, at about 9 p.m., a German artillery 
barrage was put down in rear of the British front positions. 
A counter-attack was anticipated, but did not take place. 
The situation of the troops in the battle area, however, 
was becoming uncomfortable from another cause. The rain 
which had been threatening all day began to fall in torrents 
soon after dark and speedily converted the country into a 
quagmire, rendering the conditions of life in the trenches 
more unpleasant than ever. But, in despite of the deluge, 
the 2nd Bn. Coldstream Guards managed during the night 
of the 81st of July-lst of August to improve its position 
considerably by the capture and consolidation of Sentier 
and Pinson Farms. 

(17) Work of the Divisional R.E. and 4th Bn. Cold¬ 
stream Guards (Pioneers), etc., 81st of July. 

No account of the operations on the 81st of July would 
be in any way complete without some description of the 
wonderful work accomplished in rear of the advance by the 
Field Companies, R.E., and the 4th Bn. Coldstream Guards 
(Pioneers), the 188rd Tunnelling Company, and the R.A.M.C. 
The prompt manner in which communications wore opened 
up in the captured area and the expedition with which the 
battle-field was cleared of wounded were alike deserving of 
the highest praise. Ten minutes after zero hour the 75th 
Field Company, R.E., moved forward from Elverdinghe 
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and at once set to work to place two pontoons in position 
across the Yscr Canal—one due west of the Hois de 
Crapouillots, the other at Pont de Boesinghe—and, as early 
as 5 a.m. the 4th Bn. Coldstream Guards (Pioneers) was 
busily employed clearing the road between White Hope 
Corner and Boesinghe as well as the western approaches to 
the canal. With the object of lessening as far as possible 
the manual labour, the 183rd Tunnelling Company blew up 
the banlcs on both sides of the canal,* but, as a matter of 
fact, the craters formed by the explosion rather increased 
than minimized the difficulties of laying the pontoons. The 
enemy’s artillery barrage also proved troublesome ; it caused 
a good deal of delay and was responsible, especially in the 
earlier hours of the morning, for numerous casualties among 
the R.E. and Pioneers. About 8 a.m., however, the German 
bombardment of the canal became less intense, and, by dint 
of unremitting labour, the pontoon bridge at Pont de 
Boesinghe was ready for wheeled transport at 2.15 p.m. 
The bridge west of the Bois de Crapouillots, to which the 
approach was over marshy ground was not ready until the 
evening, and then, as a result of the heavy rain, was soon 
unfit for anything except pack transport.f But in the 
meantime artillery bridges had been thrown across the Ypcr 
Lea and access to the forward area was consequently 
rendered much easier. 

The repair and reconstruction of the communications in 
the area behind the old front line, made necessary owing to 
the work of destruction carried out by the enemy’s artillery 
fire, called for incessant labour throughout the day. The 
trench tramway from White Hope Comer to Boesinghe had 
been tom up in many places, but, by 4 p.m., it had been 
repaired by the 75th Field Company, R.E., and was in 
running order. The double track, which ran from Boesinghe 

* Arrangements for blowing up the banks of the canal bad been 
made beforehand. See p. 227. 

f Pack animals were waiting to move forward long before the 
pontoon bridges were ready to carry them and so, in order to avoid 
delay and overcrowding near the canal, bridges constructed out of 
several layers of mats mounted on petrol tins, were hurriedly put 
together, on which the animals were safely convoyed across the canal. 
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Chateau to the canal and which had only been completed 
about ten days previously by the personnel of the trench- 
mortar batteries, had also been much knocked about; but 
it was repaired in the course of the day and utilized for the 
forward transport of S.A.A. and artillery ammunition.* 

On the eastern side of the canal the 55th and 76th Field 
Companies, R.E., each provided two parties of sappers who 
with tape and pickets traced forward no less than four tracks 
to the near vicinity of the line of the final objective. Almost 
the whole of this work was carried out under heavy shell fire 
which caused several casualties, and in the forward area 
the enemy’s snipers and machine gunners also proved very 
troublesome. 

The tasks of the R.E. were not confined, however, to the 
organization of the lines of communication. The 55th and 
76th Field Companies each sent forward two sections with 
a carrying party of 100 Guardsmen to wire the line of the 
third objective, and also two sections with 80 carriers to do 
the same work in front of the final objective. The former 
task was performed without much difficulty under cover of 
the mist in the course of the afternoon, although on the 
extreme left the work had to be delayed until late in the 
evening owing to the slow progress of the French on that 
flank. The wiring of the forward line was a much less easy 
undertaking. It was not possible to begin the work until 
darkness had set in and then, unfortunately, the working 
parties were caught in the German barrage about 9 p.m.f 
and dispersed with numerous casualties. In this area, 
therefore, the wiring of the line had to be postponed for the 
time being. 

(18) Advance of the Divisional Artillery, 81st of July. 

The forward movement of the divisional Artillery began 
about 8 a.m. on the 81st of July, and the 74th Bde., R.F.A., 

* The ammunition was carried across the canal by hand and also 
by means of an aerial rope-way. Four rope-ways, each capable of 
carrying 800 lbs. weight, had been constructed beforehand by the 
R.B. and were quickly put in position by the 76th Field Company. 

t See p. 261. 
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was in action near Gouvy Farm on the “ X ” line before 
10.30 a.m., where its new gun positions were heavily shelled.’ 1 ' 
At first there was some difficulty in supplying the batteries 
with ammunition, but this difficulty was soon overcome by 
the D.A.C., which quickly established forward dumps cast 
of Elvcrdinghe and subsequently on the eastern side of the 
canal. 

During the night of the 31st of July-1 st of August the 
brigade, R.H.A., which was attached to the Guards Division, 
crossed the canal and wont into action in a position in rear 
of Wood 15 and Artillery Wood, while the 4th Guards 
Machine-Gun Company, which had moved forward as soon 
as the line of the first objective had been taken, established 
itself on the eastern side of Abri Wood from which position 
it was able to supply covering barrage fire in response to 
S.O.S. calls. 

(19) Results of the day’s exgiiting on tiie front ok 

the Fifth Army—Shake of the Guards Division 

IN THE GENERAL ADVANCE. 

In a congratulatory message to his Army issued on the 
2nd of August, 1917, General Gough stated that the enemy 
had been driven “ from the whole of his front system on a 
front of about 8 miles, and that the British and French troops 
were firmly established in or beyond the German second lino 
on a front of 7 miles.” *f 

* “ At zero plus 5 hours on the 31st July after Aring its creeper, 
the Brigade moved forward to positions just north of ‘ X ’ line and 
south of the canal, headquarters being in Ibe ’ X ’ line. Positions 
were occupied without a check. One S’O shell fell into a group of 
officers at A/74’s position, killing the adjutant, medical officer, and 
three subalterns of A/74, and grievously wounding the captain and 
another subaltern of A/74.” Extract fronx Lieut.-Colonel Vickery’s 
Diary. The casualties in this brigade during its sojourn in Ihc 
Boesinghe area up to the 81st of July had been 2 officers wounded, and 
12 other ranks killed and 21 wounded, while 4 other ranks were wounded 
and about 40 horses destroyed in the wagon lines. 

f See W.D., Guards Division, August, 1917. “ Over 0,100 prisoners, 
including 183 officers, were captured by us in this battle. In addition 
to our gains in prisoners and ground we also captured some 25 guns, 
while a further number of prisoners and guns were taken by our Allies.” 
See “ Sir Douglas Haio’s Despatches,” p. 110. 
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The share of the Guards in the fighting on the 81st of July 
is one of which all ranks in the division were justly proud.* 
Its troops carried out almost in its entirety the task assigned 
to them. They drove back the enemy to a depth of 2| miles 
on a front of about 1,500 yards. They captured 15 officers and 
617 other ranks, and inflicted serious losses on the Germans 
both in men and material. All arms in the division behaved 
throughout the day with the utmost gallantry and devotion 
to duty, and the whole operation from beginning to end was 
conducted with perfect coolness and admirable skill. The 
leading of the officers was only equalled by the steady dis¬ 
cipline of the men. No more fitting tribute to the work of 
his troops can be given than the words used by Major- 
General Feilding in a message which he issued to the division 
when circulating the coips commander’s congratulations f:— 

“ I cannot find words to express my own thanks to all 
ranks for their splendid services. From all sources I hear 
that the artillery barrage was excellent, while the work of 
the R.E., Pioneers and carrying parties was indefatigable 
throughout. The infantry carried on the great traditions 
of the Brigade of Guards. Finally, the clearing of the 
battle-field by the R.A.M.C. was beyond reproach.” 

* Tlic evacuation by the enemy of his front line system on the 
■J7th of July, which enabled the Guards to cross the Yser Canal without 
opposition, was undoubtedly a stroke of luck that materially aided them 
in carrying out their task with so much success, but it should not be 
forgotten that it was owing to the prompt decision of Major-General 
Feilding and the admirable manner in which the 8rd Bn. Coldstream 
Guards carried out his orders to advance that the opportunity was not 

j- The XIV Corps commander expressed his gratitude to all who 
served under him in the following terms :—“ The Corps Commander 
thanks every officer and man in the XIV Corps for their splendid 
efforts to-day. R.E., the Field and Heavy Artillery share the chief 
honours of an advance of 2J miles. Labour Companies and all sorts 
of transport drivers deserve the fullest recognition also, for the way 
they have stuck to their job under harassing fire.” See W.D., Guards 
Division, App. 404, August, 1017. 
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CHAPTER IX 


THE FLANDERS OFFENSIVE, 1017 (continued) —THE CROSSING 
OF THE BROEMBEEK, OTH OF OCTOBER—SUMMARY OF 
THE WORK DONE BY THE GUARDS DIVISION IN THE 
BATTLES OF YPRES, 1017. 

(1) Holding the line—Relief of the Guards by the 
29th Division, 7tii of August. 

From the evening of the 81 st of July the rain fell almost 
without cessation for four days and nights. The country 
which in the area occupied by the Guards Division was 
nowhere much above sea level, was soon converted into a bog, 
the Steenbeck and its tributaries overflowing their banks 
and pouring their waters into the shell-holes and open ditches 
and drains. The situation of the troops in the line became 
miserable in the extreme. “ The men were standing up to 
their knees in water. Every shell-liolc was a pond and the 
going had become terrible. It was found that the only way 
to keep the men going was to dig a new trench at dusk and 
dawn each day ; this trench remained diy for a short time 
and the digging of it gave the men exercise. Wiring and 
consolidation on a large scale were out of the question. The 
difficulties were intensified owing to the fact that all the 
trenches were on a forward slope which, in spite of the rain 
and mist, the enemy could observe, and shelled continuously 
day and night.” * 

Any continuation of active operations in such weather 
conditions was clearly out of the question, and the main 
problem which had to be faced by Major-General Fcilding 
and bis staff was how best to preserve the health and moral 

* See W.D., Guards Division, App., Report of the 1st Guards Bde., 
August, 1917. 
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of the troops. Forty-eight hours in the line was as much as 
human endurance could stand, and so, consequently, for the 
remainder of the sojourn of the Guards on this part of the 
front frequent reliefs were carried out between battalions 
and brigades. The result of this policy proved satisfactory, 
inasmuch as during this period the division had a lower 
percentage of sick than any other division engaged in the 
operations.* 

Luckily the rain fell with equal persistence on the enemy’s 
side of the line and his infantry, except for the snipers along 
the Langemarck—Wijdendrift road, displayed but few signs 
of life. An attempt, however, by the Germans to regain 
some of their lost territory in spite of the rain and the bad 
state of the ground was always a contingency which had to 
be borne in mind and guarded against, and, in the evening 
of the 1st of August, it appeared more than likely that a 
counter-attack on a large scale was about to be launched on 
the Guards front. A report reached the 1st Guards Bde. 
headquarters about 6 p.m. stating that the troops of the 
38th Division on the immediate right of the brigade had been 
driven out of their forward positions by a severe artillery 
bombardment. The 1st Bn. Irish Guards—the battalion 
in support of the right of the line—at once formed a defensive 
flank linking up its new positions with the front line held 
by the 2nd Bn. Grenadier Guards. The enemy’s infantry, 
however, made no offensive movement, and, after darkness 
set in, the 88th Division was able to reoccupy its forward 
trenches. But, as the situation still appeared uncertain 
and the S.O.S. signal was repeatedly observed on the other 1 
side of the Ypres—Staden railway line, the 1st Guards Bde. 
maintained its defensive flank throughout the night—a 
precaution which, as a matter of fact, proved unnecessary, 

* See W.D., Guards Division, App. 421, August, 1917. At a 
divisional conference held on the 9th of August, it was stated that only 
one straggler had appeared at the divisional stragglers’ post since 
the 31st of July, and that there was even some doubt as to whether 
this individual was a genuine straggler. It was also stated at this 
same conference that in the course of the seven previous days seven 
letters written by oilicers of the division had been opened by the 
censor and found to contain information which should not have been 
given. 
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as no counter-attack was attempted. The next day passed 
more or less uneventfully, but, in the afternoon on the 3rd of 
August, the French succeeded in capturing Kortekecr Cabaret 
and the enemy’s trenches running south-east of it. The 2nd 
Bn. Irish Guards, which was holding the left of the divisional 
front, was at once ordered to push forward a post north of 
Sentier Farm in order to link up its defences with the French 
main line of resistance which now ran from Kortekecr Cabaret 
to Colonel’s Farm. After this, no further incident of any 
importance occurred before the 7th of August, when the 
Guards were relieved by the 29th Division. 


(2) In best billets in the Pboven—Hebzeele abea. 

When the infantry of the Guards Division was withdrawn 
from the line, one company of the 4th Bn. Coldstream 
Guards (Pioneers) was left behind in order to carry out the 
task of patrolling the Decauville railway, which by this time 
had been extended as far as the Yser Canal, while the 55th 
Field Company, R.E., also remained in the forward area, 
being employed upon road construction east of the canal.* 

On handing over the command of the front area, Major- 
General Feilding established his headquarters at Proven 
and the three Guards brigades were billetted in the Proven— 
Herzeele area in which officers and men were provided with 
tolerably comfortable quarters, and where, as is customary 
with British troops, they managed to enjoy the present, 
forgetful alike of all they had been through and of what 
the future still had in store for them.f But all the units 
in the division were undoubtedly in great need of rest and 
refitment. They had been in active employment since the 

* On the 12th of August the 7Gth Field Company, R.E., was re¬ 
called to the line to work on the roads east of Boesinglie and in the 
Pildkem area, being relieved later on in the month by the 75th Field 
Company. 

f “ We amused ourselves well enough at Herzeele, and had cricket 
matches and . . . our Transport Officer . . . produced a wonderful 
and most realistic Wild West Show, and we entertained all the women 
and children of Herzeele, who seemed much impressed.” See “Remi¬ 
niscences of a Grenadier,” by E. R. M. Fryer, p. 168. 
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beginning of July—first, engaged in the arduous and trying 
work entailed in the mounting of a great offensive, then, 
in the actual attack, and finally, engulfed in the Flanders 
bog. All ranks were thoroughly tired out, while the gaps 
in the battalions caused by the battle losses had to be filled 
up.* The work of reorganization, however, proceeded apace, 
and, in a comparatively short period of time, the various 
units were reorganized and re-equipped, the new drafts had 
been absorbed into their respective units and the work of 
training was in full swing—that marvellous piece of military 
mechanism represented by the Brigade of Guards was again 
ready for further service in the line. Those who witnessed 
the special parade held, by the request of General Anthoine, 
commanding the First French Army, at which he pre¬ 
sented decorations to numerous officers and other ranks as 
a fitting commemoration of the perfect cooperation between 
his troops and the Guards on the 31st of July, could see no 
falling off in the general turn out and soldierly bearing of 
the troops who marched past the representative of France. 

(3) Work of the Divisional Artillery during the 
month of August. 

The divisional Artillery was kept in the line when the 
infantry was withdrawn and was in action throughout the 
remainder of August. Notwithstanding the low visibility 
caused by the rain and mist, the batteries were employed 
almost continuously in bringing harassing fire to bear on the 
area tying between Wijdendxift and the Broembeek stream. 
Much difficulty was experienced in moving forward the 
guns owing to the water-logged state of the ground and it 
was not until the 8th of August that the 75th Bde., R.F.A., 
was in a position to open fire from Baboon support trench 
near the ruins of the mill. The same day A/74, which had 
established itself in a position in rear of the Bois des Crapou- 
illots, was relieved by the 84th Battery, R.F.A. 

On the 11th of August the left group of guns on the XIV 

* For the casualties in the Guards Division during the Ypres 
offensive, see p, 287, 
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Corps front, which included the Guards divisional Artillery, 
took part in a barrage in support of a slight advance made on 
the right of the 29th Division, and the following day it was 
employed in covering an attack made by a brigade of the 
same division on Passerclle Farm. On the 16th of August 
the 20th Division, XIV Corps, captured Langcmarck, and 
the same day the 29th Division, advancing from the line which 
its troops had taken over from the Guards, drove the enemy 
out of his trenches east of Wijdcndrift,* and advanced as 
far as the Broembeek. The Guards divisional Artillery 
covered this latter attack, and, later in the same day, 
effectively assisted in the repulse of several hostile counter¬ 
attacks. Three days later, on the 19th of August, the 74th 
Bde., R.F.A., succeeded in getting forward two batteries 
to the vicinity of General’s Farm, but the following day the 
whole of the back area as far as Bocsinghe was shelled so 
heavily by the enemy’s artillery that it was found impossible 
to bring forward any more batteries. On the 21st, how¬ 
ever, a battery of the 74th Bde. succeeded in relieving 
the 84th Battery. From this date onwards to the end of 
the month the batteries both of the 74th Bde. and also of 
the 75th Bde. were subjected to a persistent bombardment 
from the enemy’s guns in Houthulst Forest and on the high 
ground in the neighbourhood of Poelcappelle. Fortunately, 
there were few casualties among the personnel of the batteries, 
but considerable damage was done to the guns, dug-outs 
and battery positions.f 

It soon became quite evident that the positions of some 
of the guns—notably of C/74 and D/74—were under the 
direct observation of the German gunners,$ and orders were 

* The 2nd Guards Bde. was held in readiness to go to the assistance 
of the 26tli Division, but its help was not required. 

t On the 24th of August the howitzer battery of the 76th Bde. 
was put out of action, 3 howitzer's being practically destroyed. One 
section, however, managed to open fire again three days later. 

$ “ The Hun seems to shoot when and where he likes, our heavies 
don’t seem to he able to find him.” See W.D., 74th Bde., K.F.A., 
August, 1917. It may be noted that throughout the Flanders offensive 
“ the German guns were firing at extreme range ” and that they con¬ 
siderably outranged all types of the British artillery “from the 77-min. 
field-gun with a range of 11,000 yards as compared with the 0,200 
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consequently given to the battery commanders not to fire 
except in response to the S.O.S, signal. When the Guards 
Division again took over the line, the C.R.A. of the division 
resumed command of the left artillery of the corps, and, 
early in September, as will be narrated later on, he gave 
orders for the battery positions to be moved farther from 
the canal. 


(4) Return of the Guards Division to the line, 27th 

of August. 

On the night of the 27th of August in pouring rain the 
Guards relieved the 29th Division in the line, the 3rd Guards 
Bde. taking over the front which now ran from the Ypres— 
Staden railway line westward through Japan House over the 
Langcmarck—Koekuit road, and thence in a northerly 
direction to a bridgehead on the Broembeek stream at Ney 
cross-roads. East of this point the main line of defence 
ran south of the Broembeek, but there were advanced posts 
in Ney Wood, and also in Ney Copse where the left flank 
of the division was in touch with the French. 

No sooner were they back in the line than the Guards 
set to work to improve the tactical position in which they 
found themselves. The weather about this period became 
a little finer, and, although the ground was still very wet 
and muddy, the opportunity was seized by the troops of 
the 3rd Guards Bde. to enlarge the bridgeheads all along 
their front, thus materially strengthening the defensive 
position and securing a better starting line for the next 
attack.* 

The task which now lay before the Guards was the 
crossing of the Broembeek and an advance into Houthulst 

yards of our 18-pdr, at tliis time, to the 16-in. naval gun with a range 
of at least 36,000 yards.*’ See “ Sir Douglas Haig’s Command,” vol. i. 
p. 378. 

* The incessant activity of the enemy’s bombing aeroplanes, 
especially at night-time, was a source of great annoyance at this period 
in the operations not only to the troops in the front line, but also in 
the camps in rear. A proportion of the available machine guns had to 
he detailed fevr nnti-ainT**ffc dpfpup's 
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Forest. In view of the marshy ground along its banks and 
the swollen size of the stream the passage of the Broembeelc 
in full view of the enemy presented considerable difficulty. 
There was, however, plenty of time to make all the necessary 
arrangements, and nothing was left to chance. A careful 
reconnaissance of the Broembeelc was carried out by the 
R.E. at the beginning of September, who reported that near 
Ney Wood access to the stream was greatly impeded owing 
to a stretch of boggy ground, and that south of Lannes 
Copse the water channel was so seriously blocked that the 
flooding of the surrounding country was inevitable if there 
were any further rainfall. The width of the water in the 
stream also varied considerably—in some places it was only 
about 8 feet wide whilst in others the surface covered by the 
water amounted to 20 feet. The water was from 2 to 8 feet 
deep and below it there was a bed of thick mud, while the 
banks on both sides of the stream were broken and damaged 
by shell-holes. There was a partially destroyed brick bridge 
near Ney cross-roads and a ruined culvert just west of Ncy 
Wood.* 

Major-General Feilding’s original intention had been to 
secure the line of the Broembeek by means of a “ peaceful 
penetration,” his hope being that the enemy would find 
himself forced to withdraw from his advanced positions 
as the Guards gradually pushed forward their posts on its 
northern bank. But, in spite of the activities of the 8rd 
Guards Bde., it was soon clear that it would not be possible 
to drive back the Germans without a definite operation, 
and, at a divisional conference held on the 4th of September, 
it was decided that the 2nd Guards Bde. should carry by 
assault the line of' the Broembeek and then consolidate a 
new line beyond its farther bank to serve as a starting point 
for the troops of the 29th Division, who were to carryforward 
the advance, f 

* See W.D., Guards Division, App, 482, September, 1017. 

t See W.D., Guards Division, App. 468, September, 1917. 
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(5) Fighting on the Broembeek. 

This attack would doubtless have been carried out had 
not the aggressive action, of the enemy made it necessary 
to cancel the order given to the 2nd Guards Bde.* 

On the 10th of September the 1st Guards Bde., which 
had relieved the 3rd Guards Bde. a few days earlier, was 
holding the line. Very early in the morning a party of 
about 30 Germans belonging to the 65th R.I. Regt. (208tli 
Division) succeeded in creeping round an advanced post 
held by the French in Ney Copse, and bombed it from the 
rear. The enemy was speedily driven back, f but, emboldened 
by this temporary success, the Germans raided the British 
advanced posts in Ney Wood at 8 a.m. the following morning. 
They managed to take possession of two of them and were 
not ejected from them for some little time. 

On the evening of the 12th of September the relief of the 
1st Guards Bde. by the 2nd Guards Bde. was begun and by 
midnight the 2nd Bn. Irish Guards had taken over the left 
sector of the front from the 8rd Bn. Coldstream Guards, the 
line of advanced posts in this area at this time running from 
the south-east comer of Ney Wood to Ney Copse. At 
2.40 a.m. in the morning of the 13th the German gunners 
put down a heavy barrage on these posts, lifting it some 
twenty minutes later on to the southern bank of the Broem¬ 
beek and the country south-west of it, A body of about 
200 Wurtemburg storm troops—most of them clad in armour 
—then attempted to rush the whole line of posts. Their 
attack was checked for a time by the rapid fire of the Irish 
Guardsmen, but the defenders who had survived the bombard¬ 
ment were so few in number that finally they were compelled 
to withdraw to shell-holes in rear of the posts—a small 
party hastily collected by an officer alone being able to 
hold on to its original position in Ney Copse. Patrols were 

* Oil the 22nd of September Brig.-General B. N. Sergigon-Brooke 
had taken over command of the 2nd Guards Bde., Brig.-General 
,T. Ponsonby having been appointed to command the 40th Division. 

t A party of the 3rd Bn, Coldstream Guards, which was holding 
an advanced post on the extreme left of the Guards’ front, suffered 

sever"! p"on ltipa in this affair. 
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at once sent forward from the main line of resistance to try 
and clear up the situation. The withdrawal of the party 
in Ney Copse was satisfactorily covered, but Ney Wood was 
found to be held in strength by the enemy. It was then 
decided to bring back the isolated post, which still remained 
north of the Broembeek at Ney cross-roads, to the southern 
bank of the stream. This movement was carried out without 
much opposition from the Germans, and the line held by the 
Irish Guards then ran from Panther trench parallel with 
the Broembeek to a point due south of Ney Copse where it 
was linked up with the French.* The enemy in Ney Wood 
made no attempt to cross the Broembeek either on the 14th 
or 15th of September, but, at 4 a.m. in the morning of the 
36th, his gunners put down a heavy barrage along the whole 
of the XIV Corps front. This may have been the preliminary 
bombardment intended to cover an organized counter-attack 
by the German infantry on the line of the Broembeek, but, 
if any such operation were actually contemplated, the prompt 
and vigorous reply of the British artillery to the S.O.S. call 
effectually checked it and no infantry attack took place. 

During this artillery duel a few Irish Guardsmen—the 
survivors of a platoon which had been in occupation of two 
posts near the northern edge of Ney Copse, but who had 
not been able to withdraw with their comrades on the 13th— 
gallantly fought their way back to the British line.f They 
stated that a strong force of the enemy had endeavoured to 
surround them earlier in the morning, and that many of 
these Germans had been killed or wounded by the fire of 
the British guns. 

In the course of the afternoon of the 16th the artillery 
fire died down, and in the evening the 2nd Bn. Irish Guards 
was relieved in the line—its four days’ tour of duty having 

* The S.O.S. line was altered so as to ensure the defence of the line 
of the Broembeek, and, on the high t of the 14th of September, an artillery 
barrage was put down on this line in order to search the ground north 
of the stream. The following day a special shoot was carried out by 
the heavy guns upon the German block-houses in Ney Wood and the 
little copse immediately to the east of it. 

t For a picturesque account of the doings of this little band, see 
“ The Irish Guards in the Great War," vol. ii. pp. 166-168. 
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cost the battalion 3 officers and 1GG other ranks killed, 
wounded or missing. 


(6) Relief of the Guards by the 29Tn Division, 21st of 

September. 

On the 20th of September the Second and Fifth Armies 
once more resumed the offensive.* As a result of the fine 
weather earlier in the month, the ground had dried to some 
extent and it was considered possible for the infantry to move 
forward, while the improvement in the visibility enabled 
the artillery and the airmen once again to carry out effectively 
their share in the operations. From this time onwards, 
too, for the remainder of the Ypres offensive, the objectives 
given to the attacking troops were kept well within the range 
of the protecting guns, with the result that, although progress 
was slower, it became surer. Captured positions were 
carefully consolidated before the next step forward was 
undertaken, and the enemy’s counter-attacks, which up to 
this period in the battle had been such a disconcerting 
feature in this offensive, especially on the southern front 
of the Fifth Army, were thus either nipped in the bud or 
beaten back with heavy losses to the attacking troops.f 

* The battle front entrusted to General Plumer’s Army had been 
extended northward and its left flank now lay between Westhoek and 
the Ypres—Roulers railway line, the I Australian Corps and the 
V Corps replacing the II and XIX Corps of the Fifth Army in this 
area. The Menin road sector of the front on which the Germans had 
hitherto successfully resisted the British advance was thus in the 
centre of the line of the Second Army’s advance. “ By this change the 
tasks of carrying out the capture of the much contested Menin road 
sector and of dealing with the German batteries that could bring 
flanking fire to bear on it from other areas were placed in the same 
hands." See “ Sir Douglas Haig’s Command,” vol. i. p. 875. 

f “ The direction from which counter-attacks might be expected 
were carefully plotted out beforehand, and arrangements made to 
deal with them promptly and dccisivdy. Our Anal objectives in each 
successive attack wore shallow, but they were reached and held. The 
expected counter-attacks were invariably broken up, and the very 
shallowness of each separate advance not only reduced greatly the 
number of our casualties but enabled the next step forward to be taken 
with the least possible delay. The progress made in the fortnight 
September 20th to October 4th is some indication of what might have 
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The Guards were not called upon to take an active part in 
the fighting on the 20fch of September, the share of the 
XIV Corps on that day being confined to a slight advance 
made by the troops of the 20th Division on their right—an 
advance which marked the northern limit of the British 
attack. In order, however, to enable the artillery to place 
a creeping barrage as near as possible to the Ypres—Staden 
railway line for the protection of this advance, the forward 
posts of the 3rd Bn. Grenadier Guards along the railway 
were evacuated before zero hour on the 21st of September. 
They were occupied again as soon as the attack had been 
launched in time for some of the more ardent Grenadiers to 
accompany the 10th Bn. K.R.R.C. to its first objective. 

During the evening of the 21st of September the relief 
of the Guards by the 29tli Division was begun, and upon 
its completion the three Guards brigades once again found 
themselves in the Herzede—Proven area. 

Except for the skirmishing on the banks of the Broem- 
beek, the Guards had had little fighting during this tour of 
duty in the line, but their casualties, nevertheless, amounted 
to 80 officers and 760 other ranks, the majority of which 
were due to the incessant bombardments of the line and to 
the vigorous bombing of the camps and communications 
in rear by the enemy’s aeroplanes.* 

The infantry of the division, as usual, had worked very 


been accomplished had it been possible to continue the same methodical 
tactics over a longer period.” See “ Sir Douglas Haig’s Command,” 
vol. i. p. 876. 

* During one raid made by German aircraft the horse lines of the 
75th and 70th Held Companies, R.E., were bombed, 00 animals being 
killed or wounded. During a similar raid on the 12th of September 
the camp of the D.A.C. was attacked, the casualties including 37 men 
and 96 animals. On the 4th of September a German aeroplane dropped 
bombs on the camp near Elverdinghe occupied by a company of the 
3rd Bn. Grenadier Guards and caused 30 casualties. On the 12th of 
September the 2nd Bn, Irish Guards was caught by 12 low-flying 
German aeroplanes on its way to the trenches and lost 20 men and some 
of its transport. These are only examples to show the activity of 
the enemy’s aircraft during the Ypres offensive, when the British Air 
Force undoubtedly was superior to the German. The command of 
the air can never be so great as to secure complete immunity from 
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hard in improving and reconstructing the line and in spite 
of—or perhaps by reason of—the loss of the advanced posts 
north of the Broembeek, the position handed over to the 
29th Division was a more satisfactory defensive system than 
that which the Guards had taken over. It was certainly a 
more suitable line for the purposes of a fresh advance. 

The R.E. of the division and the 4th Battalion Coldstream 
Guards (Pioneers) had also been busily employed in the 
upkeep and development of the four new routes leading 
eastward, and, by the time the Guards left the front, these 
tracks, which were built on piers wherever the marshy con¬ 
dition of the ground made it necessary, had been carried 
forward to the front line trenches. In addition to the work 
on communications, much time and labour were devoted 
to the wiring of support and reserve lines of defence, to the 
camouflaging of new gun positions and to the screening of 
roads in places where they were more than usually exposed 
to the enemy’s observation. The accommodation available 
in the various camps in rear was also considerably enlarged 
and improved. 


(7) Work ojf the Divisional Artillery during the 
month or September. 

The divisional Artillery came out of the line for a short 
but well-earned rest at the same time as the infantry. All 
its batteries, especially those of the 74th Bde.,* had suffered 
severely, the casualties in men and guns during the early 
days of September, when the rear battery positions were 
still in the neighbourhood of the canal, having been heavy. 
By the 12th of September, however, the whole of the guns 
of the 74th Bde. had been moved forward and were in positions 

* Tlie 74th Bde., R.F.A., Jlrcd 80,000 rounds during the month 
of September. It lost 8 officers and 82 other ranks casualties, and had 
6 guns and S howitzers put out of action. During the night of the 
17th of September a German 17-in, shell dropped close to C/74, burying 
a gun and its detachment without causing a casualty. This same 
battery again suffered severely on the 30th of September,, but con¬ 
tinued in action throughout the day. See W.D., 74th Bde,, R.F.A., 
September, 1917. 
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round General’s Farm, while those of the 75th I3dc. were 
still farther forward in positions near the Ypres—Staden 
railway line. 

Throughout the 19th of September, and the night of the 
19th-20th, the guns of the Guards Division took part in the 
gas bombardment of the German lines which preceded the 
attack by the 20th Division on the 20th of September. 
They fired, too, in the creeping barrage which covered the 
right of the assaulting troops, and were in action continuously 
for 42 hours, during by far the greater part of which time they 
were subjected to a fierce retaliatory fire from the enemy’s 
artillery. It was a trying ordeal throughout which all 
ranks carried out their duties with the greatest coolness and 
courage. 

Early in September a change had been made in the 
personnel of the D.A.C., when 160 men of the 7th Bn. British 
West Indian Regiment arrived to replace gunners in the 
Column. The D.A.C. remained in the front area when the 
brigades, R.F.A., went out of the line and its men were 
employed in salvage work and in the collecting of material 
for the construction of winter horse-standings. At the end 
of the month they began the task of carrying up ammunition 
to forward battery positions in the valley of the Stecnbeek 
preparatory to the resumption of the offensive by the 
division. 

(8) Preparations por the resumption op the oppensive. 

The general British advance, which had been resumed on 
the 20thof September, was continued on the 26th of September 
and again on the 4th of October. The results of both these 
days’ fighting were eminently satisfactory. Steady progress 
was made all along the line and the enemy’s losses were 
extremely heavy, especially in the fighting on the 4th of 
October.* The German defence was clearly weakening, 

* On the 4th of October the German Higher Command, alarmed, 
by the British successes on the 20th and 20th of September (see “ My 
War Memories, 1914-1918,” by General Ludendorff, vol. ii. p. 488 
et seq.) decided to reinforce its troops in the front line trendies and still 
further to increase the depth of its defensive system by employing 
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and the British troops had now reached the important line 
of high ground which stretches from Reutel and the spur 
of hilly country north of Poelcappelle to Broodseinde. 
Although admittedly it was getting late in the season, the 
British Commander-in-Chief hoped that, if the weather 
remained fine, he would still be able to strike northward 
and to cany out the operations in the coastal area which had 
been one of the main objects of the offensive. He decided, 
consequently, to renew the advance on the 9th of October, 
with the intention of gaining possession of the remainder of 
the ridge between Passchendaele and Poelcappelle. 

The task allotted to the Guards Division in this operation 
was to advance across the Broembeek and then to push 
forward to the southern edge of Houthulst Forest, working 
in conjunction with the 29th Division astride the Ypres— 
Staden railway line on the right and the French on the left. 
Major-General Feilding decided to repeat his policy of the 
31st of July and to carry out the attack with two brigades 
in the line—the 1st Guards Bde. on the right, the 2nd Guards 
Bde. on the left. The former, starting from Panther and 
Leopard trenches, was to cross the Broembeek and to advance 
on either side of the ICoekuit road past Vee Bend to its 
final objective on the outskirts of Houthulst Forest. The 
latter was to move forward from the line Panther trench— 
Craonne Farm, and, after crossing the Broembeek, was to 
advance through Ney Wood and Gruyterszale Farm to 
Louvois Farm and to seize the line of the road which ran 
westward from Les Cinq Chemins. 

The advance was planned in three stages, the two leading 

divisions actually in the second line for the carrying out of immediate 
local counter-attacks. Tliis “ unheard-of expenditure of force,” as 
Ludendorff described it, proved a complete failure from the German 
point of view. It led to the most conspicuous British success during 
the whole course of the Ypres offensive. “ As a result of the thickening 
of the German front line, the tale of prisoners taken by us rose nearly 
to 5,000, while the massing of German divisions close up to the fighting 
line led to an appalling slaughter by our guns. The enemy, as Luden- 
dorff admits, only came through the battle with enormous loss and 
with the knowledge that he had not yet found the remedy for our 
system of attack.” See “ Sir Douglas Haig’s Command,” vol. i. pp. 
877, 378. 
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battalions in each brigade being made responsible for the 
capture of the first two lines of objectives and the remaining 
battalions being instructed to pass through them in order 
to seize the final objectives.* 

On the 5th of October the 3rd Guards Bde., with the 
4th Bn. Grenadier Guards and the 2nd Bn. Scots Guards in 
the front line, took over the battle front, and the prepara¬ 
tions for the attack were pushed forward with great energy. 
But the time available was all too short in comparison with 
the work which had to be done. There were no battle stores 
at the forward dumps; there was an insufficient supply of 
mats and bridging material for the crossing of the Broem- 
beek ; and the communications in the forward area were in 
a state of dilapidation. During the three nights before the 
attack was timed to take place the R.E. and the 4th Bn. 
Coldstream Guards (Pioneers) succeeded in carrying forward 
855 mats, 180 infantry bridges, wiving stores sufficient for 
3,000 yards of entanglement and a supply of trench grids 
piles, tools and other materials without which the con¬ 
solidation of a new defensive position would have been im¬ 
possible. The infantry of the 3rd Guards Bde., too, worked 
hard upon the improvement of tracks, and in the construc¬ 
tion of assembly positions and battle headquarters,f but 
unfortunately the weather which had broken again on the 
4th of October was wet and the rain destroyed the new 
trenches almost as soon as they were dug. The elements, as 
usual, appeared to be on the side of the enemy. 

On the evening of the 7th of October the 1st and 2nd 

* It was decided that platoons should go into action with 32 men. 
All -personnel surplus to this establishment were formed into a Guards 
Reinforcement Battalion, which was placed under the command of 
Major Sir V. A. F. Mackenzie, Bart. 

t “ Brigadier-General Lord Henry Seymour, who had to hold the 
original line for the two days before the attack, placed the 4th Battalion 
Grenadiers and the 2nd Battalion Scots Guards in the front trenches, 
and these two Battalions had a strenuous time preparing accommoda¬ 
tion for the other two Brigades, and placing mats in readiness for the 
crossing of the stream. The 1st Battalion Grenadiers and 1st Battalion 
Welsh Guards had also to work hard forming forward dumps, and 
dragging guns into their new position.” See ” The Grenadier Guards 
in the Great War,” vol. ii. p. 247. 
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Guards Bdes. went into their respective sectors of the front, 
each of their leading battalions having two companies in 
the front line. On the right, the 2nd Bns. of the Grenadier 
and Coldstream Guards relieved the 4th Bn. Grenadier 
Guards ; on the left, the 1st Bn. Scots Guards and the 2nd 
Bn. Irish Guards relieved the 2nd Bn. Scots Guards. The 
remaining battalions of the attacking brigades moved up to 
their respective places of assembly during the course of the 
following evening and had all reached their appointed 
positions by midnight. Throughout their advance rain fell 
in torrents and the conditions in the front area during the 
night, which was spent by the great majority of the men in 
muddy shell-holes, were disagreeable ip the extreme. But 
the wretched discomfort of their situation was mitigated to 
some extent by the provision of rations and rum, and of hot 
tea which was carried up to the line in petrol tins swathed 
in hay. 


(9) The Guards attack, 9th or October. 

The rain ceased falling soon after midnight and the 
weather in the early hours of the 9th of October was fine 
with a drying wind. Zero was at 5.30 a.m. and punctually 
at that hour the British artillery barrage came down, the 
shrapnel of the gunners being supplemented by the fire of 
all the divisional Trench-Mortar Batteries.* Four minutes 
later the leading troops began to cross the Broembeek all 
along the line. 

On the right the men of the 2nd Bn. Grenadier Guards 
and the 2nd Bn. Coldstream Guards were able to do without 
their mats and either waded across the stream or effected 
its passage on fallen trees and planks and duck-boards left 
by the enemy. They had scarcely had time to reform on 

* The artillery preparation for this attack was on much the same 
lines as that before the attack on the 31st of July. From the statements 
made by prisoners, and from the readiness shown by the Germans to 
surrender, it was evidently very effective. In view of the heavy 
condition of the ground the creeping barrage was timed to move forward 
at the slow rate of 100 yards in 8 minutes—a precaution which was 
found to be a wise one. 

voi- t ^ 
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the farther bank before Germans—mainly men belonging 
to the 417th R.I. Regiment, which had only taken over the 
front about an hour before the attack began, and of the 6th 
Bavarian Regiment—came hurrying forward to surrender. 
Apparently these troops had been taken completely by 
surprise and were bewildered by the bombardment. 

The remainder of the advance of the 1st Guards Bde. to 
its first objective—a line running eastward from Gruytcrszale 
Farm just south of Koekuit towards the Ypres—Staden 
railway line—met with little opposition, the majority of the 
Germans encountered either retiring without fighting or 
emerging from their shell-hole defences to give themselves 
up. In despite of the heavy going, therefore, the line of 
the first objective was reached by 6 a.m. along the whole 
front of the brigade. 

The initial difficulty of the 2nd Guards Bde. on the left 
was the crossing of the swamp which lay south of the Brocm- 
beek, the shell-holes in this area having been converted into 
a series of ponds. However, except for the fire of a machine 
gun in Ney Wood, which for a short time delayed the advance 
of the 2nd Bn. Irish Guards, the enemy made no serious 
attempt to contest the passage of the stream, and, when 
once this had been crossed on bridges, the attacking troops 
had no great difficulties against which to contend before 
reaching their first objective—a line running slightly north¬ 
west on the far side of the road leading to Lannes Farm. 

The new line gained by the two brigades was at once 
put into a state of defence, and then, after a pause of forty- 
five minutes, the creeping barrage came down again and the 
advance was resumed by the supporting companies of the 
attacking battalions. 

On the front of the 1st Guards Bde. some resistance 
was offered by a party of the enemy in occupation of block¬ 
houses near Vee Bend, but, on finding themselves outflanked 
by the Coldstream, these Germans—about 85 in number, 
with 8 machine guns—surrendered. 

There was really no other organized opposition to the 
advancing troops on the front of either brigade before the 
second line of objectives was reached. This line extended 



AN OPEN FLANK ON THE RIGHT 278 

from a point a little west of the Ypres—Staden railway line 
westward across the Langemarck—Koelcuit—Houthulst road 
to a point about 1,000 yards south-east of Veldhoek. The 
Guards were in possession of it by 8.15 a.m., and in touch 
with the 29th Division on their right and the French on 
their left. No time was now lost in carrying forward the 
attack to the final objectives. The supporting battalions 
of the two brigades, which had followed the advance in 
artillery formation, began to arrive in rear of the second fine 
of objectives at about 8.30 a.m., and half an hour later had 
passed through the leading battalions and launched their 
attack, moving forward under an artillery barrage. On the 
extreme right of the 1st Guards Bde., at its point of junction 
with the Newfoundland Regiment (29th Division), the 1st 
Bn. Irish Guards had some hard fighting. The advance 
of the Newfoundlanders was not so rapid as that of the 
Irishmen, who, in consequence, were subjected to a good deal 
of machine-gun fire from their right and right rear whilst 
attacking Egypt House and the brickfield to the north of 
it which the Germans defended stoutly. They succeeded, 
nevertheless, in dislodging the enemy from both of these 
points of vantage and then pushed on to their final objective, 
where the front held by the right of the battalion had to be 
bent back west of Angle Point in order to form a defensive 
flank facing eastward, the exact whereabouts of the attacking 
troops of the 29th Division being still uncertain. This 
flank unfortunately was much exposed to the fire of the 
German snipers on the right of the divisional boundary, 
as well as in Cairo House in rear of the Irish Guards, and the 
battalion in consequence suffered a good many casualties 
while the work of consolidation was being carried out.* 

On the left of the 1st Guards Bde., the advance of the 

* “ All four Companies [1st Bn. Irish Guards] reached the final 
objective mixed up together, and since their right was well in the air, 
by the reason of the delay of the flanking troops, they had to make a 
defensive flank to connect with a battalion of the next Division that 
came up later. It was then that they were worst-sniped from the 
shell-holes, and the casualties among the officers, who had to super¬ 
intend the forming of the flank, were heaviest." See “ The Irish 
Guards in the Great War,” vol. i. pp. 239, 240. 
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3rd Bn. Coldstream Guards was met by fierce rifle fire from 
the direction of Houthulst Forest and Lcs Cinq Chemins, 
while the battalion also had to pick its way through a hostile 
artillery barrage placed on the area round Suez Farm. Its 
attack, however, was pressed forward with much vigour and 
the line of the final objective—which ran just north of the 
road leading westward from Les Cinq Chemins—was success¬ 
fully reached, the resistance of the enemy in the scattered 
block-houses round Les Cinq Chemins being finally overcome 
by means of a liberal employment of rifle grenades. 

The 3rd Bn. Grenadier Guards, which advanced on the 
right of the 2nd Guards Bde., appears to have captured its 
final objective—the northern side of the road leading west¬ 
ward from Les Cinq Chemins—without any difficulty. The 
Grenadiers were also successful in capturing Suez Farm 
which lay within the sector of the 1st Guards Bde. and the 
block-houses in its vicinity,* together with 2 field guns, 
and, on reaching their new line, their patrols at rarce showed 
great enterprise in clearing the enemy out of the block¬ 
houses and dug-outs on their front, killing a number of 
Germans and returning in triumph with 23 prisoners. 

The 1st Bn. Coldstream Guards, on the left of the 2nd 
Guards Bde., met with considerable opposition from the 
enemy in the strong point on its left. His resistance was 
so obstinate that it was decided to leave the capture of 
this position until later in the day and to push forward to 
the line of the final objective. This was reached by the 
Coldstream about the same time as the Grenadiers. 

By about 10.15 a.m., therefore, the Guards had practically 
completed their day’s task, although the position on the 
extreme right of the line was not entirely satisfactory and 
the troops on the left flank had not secured the whole of their 
objective. This latter omission was made good in the course 
of the afternoon, as at 1.80 p.m. two platoons of the 1st Bn. 
Coldstream Guards with two machine guns made an organized 

* This deviation by the Grenadiers into the area of the battalion 
on their right is explained by the fact that the battalion in question— 
the 3rd Bn. Coldstream Guards'—lost direction to a small extent with 
the result that a gap occurred between it and the Grenadiers which had 
tn he filled 
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attack on the strong point and captured it, 40 Germans 
with a machine gun surrendering. Meanwhile, the work 
of consolidation which was being proceeded with all along 
the line was much hampered by the enemy’s sniping lire 
from Houthulst Forest,* many officers, as usual, being picked 
off. During the afternoon, too, there were signs that the 
Germans were organizing a counter-attack, as their aero¬ 
planes flew low over the captured line and the movement 
of men and transport could be observed on the southern edge 
of the forest. It was not until the evening, however, that 
a counter-attack was actually launched, and it was then 
delivered on the front held by the 29th Division, the troops 
of which were compelled slightly to draw back their line. 
This movement made it necessary for the 1st Bn. Irish 
Guards, on the right of the Guards divisional front, to with¬ 
draw its right flank on the Egypt House road in order to 
maintain touch with a battalion of the Hampshire Regiment 
on its right, but, as events turned out, the enemy made no 
serious attempt to regain his lost ground in this sector of 
the line. 

On the front held by the 2nd Guards Bde. the Germans 
were more aggressive but even less successful, as a concentra¬ 
tion of their troops in the neighbourhood of Panama House 
was dispersed by machine-gun fire and two counter-attacks 
launched by them against the point of junction between 
the 1st Bn. Coldstream Guards and the French were brought 
to a standstill by the prompt action of the British artillery. 

(10) Work of the Machine Gunners, 9tii of October. 

During the day’s fighting the Guards machine gunners 
accompanied the infantry in the attack, the teams handling 
their guns with exceptional skill and making use of every 
opportunity which presented itself for their employment. 
The 1st Guards Bde. Machine-Gun Company had eight 
guns well placed for the defence of the new line very soon 

* On the left the Coldstream suffered some casualties from the 
proteoting artillery barrage, which was somewhat short and seemed 
riifRniilh. ho eorrenf 
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after it had been captured, and subsequently brought up 
four more guns for the further protection of the rather 
insecure right flank. The casualties among the machine 
gunners caused by the enemy’s artillery Are were heavy, 
especially on the right of the 1st Guards Bde. One gun was 
lost owing to the whole of its team being put out of action, 
and another with three bullets through its barrel-casing was 
brought back by the only survivor of its team. 

By 8 p.m. on the 9 th of October the 2nd Guards Bde. 
Machine-Gun Company had no less than fifteen guns in action 
on the new front, as well as two others which had been 
captured from the enemy. The machine gunners on this 
part of the line found some excellent targets and did much 
execution among the Germans, but the great difficulty here— 
and indeed along the whole line—was that of supplying the 
guns with sufficient ammunition, the task of bringing it 
forward through the mud being an exceedingly onerous one. 

(11) Woke of the Divisional R.E. and 4th Bn. Cold¬ 
stream Guards (Pioneers), 9th of October. 

The carrying forward of the lines of communication to 
the new front over an area of marsh and water-logged 
shell-holes exposed to the enemy’s artillery and machine-gun 
fire was, as usual in the Ypres offensive of 1917, a task which 
tested the capacity and the endurance of the R.E. and 
Pioneers. 

On the 9th of October the 75th and 76th Field Com¬ 
panies, R.E., and the 4th Bn. Coldstream Guards (Pioneers) 
emerged with their customary success from their trying 
ordeal. 

Two sections from each Field Company with infantry 
carriers followed close behind the attacking brigades with 
the materials necessary for wiring the new line. But the 
difficulties of the carriers were so great, especially in the 
flooded area round the Broembeek, where they also came 
under heavy artillery fire, that it was found impossible to 
lay out more than about 200 yards of wire on the left front 
south of Faidherbe cross-roads. The important work of 
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taping out the tracks leading to the new front line was 
carried out more successfully, for, within half an hour after 
the capture of the final objectives, the R.E. had laid tapes 
to Egypt House and Louvois Farm. These were raised on 
posts except for the last 800 yards before reaching Egypt 
House—an area which was under the direct observation of 
the enemy’s snipers. Before 10.15 a.m., too, posts con¬ 
nected by tape had been placed in position to mark the route 
on the left flank from Montmirail Farm, via Ney Farm, 
to Suez Farm, of which the last named was only about 
200 yards in rear of the new front line. Following these 
taped lines, the 4th Bn. Coldstream Guards (Pioneers) pro¬ 
ceeded steadily with the laying of the duck-board tracks, 
two of which were pushed beyond the Broembeek by the 
evening of the 9th of October, and with the carrying forward 
, of the trench tramway line which had already been laid as 
far as the Wijdendrift road.* 

The 55th Field Company, R.E., was mainly employed in 
the task of bridging the Broembeek. All the bridges which 
had originally spanned the stream had long ago been de¬ 
stroyed, but enough remained of the bridge at Ney cross-roads 
to make it possible to repair it sufficiently to carry 60-pdr. 
guns. In addition to this bridge, no less than twenty-nine 
crossings were made for foot traffic, one of which had to be 
carried on piles above the swamp for a distance of nearly 
70 yards. In the area farther in rear the infantry of the 
3rd Guards Bde. was busily occupied in stocking the battle 
dumps, in man-handling the field guns into more advanced 
positions in the valley of the Steenbeek, and in the con¬ 
struction of roads leading northward from Martin Mill. 

The difficulty of sending back messages from the front 
line during the course of the attack on the 9th of October 
had been foreseen. The heavy condition of the ground 
and the length of the advance over country, which for the 
most part was under the direct observation of the enemy’s 
artillery, made it dear that runners would be of little practical 

* Only three companies of the battalion were available for the 
work in the forward area as one company was still employed on the 
Decauville railway track in rear. 
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use, and that little reliance could be placed on communica¬ 
tion by telephone. The divisional Signal Company, conse¬ 
quently, issued sixty pigeons for service with the attacking 
troops, and practically all the birds were used and returned 
in safety with their messages. 


(12) Attack by tiie 3rd Guards Brigade, 12th of 
October. 

At daybreak on the 10th of October, after a tolerably 
quiet night, a number of Germans were observed crawling 
about in the mud opposite the front held by the 3rd Bn. 
Coldstream Guards, and 30 of them, with 2 machine guns, 
surrendered as soon as fire was opened upon them. Other¬ 
wise, the day passed without much incident, and in the 
evening the 3rd Guards Bdc. with three battalions in the 
front line—the 1st Bn. Grenadier Guards, the 4th Bn. 
Grenadier Guards and the 1st Bn. Welsh Guards from right 
to left—took over the divisional front.* 

The British advance on the 9th of October, which had 
been so successful in the north wliere the 29th Division, the 
Guards Division and the French had all gained their objec¬ 
tives, had not been equally successful farther south, where in 
the all-important centre and right centre of the operations 
the enemy’s resistance had been more determined and the 
attacking troops had only been able to fight their way with 
the greatest difficulty to the first line of their objectives. 
The weather, too, appeared to have declared definitely against 
the continuance of the offensive. The 10th of October 
was a pouring wet day, and the meteorological experts could 
hold out no prospect of any improvement. The British 
Commander-in-Chief, however, was still hopeful of being 
able to carry out his strategic plan for clearing the Flanders 
coast and decided, therefore, to moke one more attempt to 
gain possession of the ridge before finally giving up the 

* Since the beginning of the operation on the night of the 8th of 
October to the time of their relid! the 1st Guards Bde, had lost 27 
officers and 804 other ranks ; the 2nd Guards Bde. 26 officers and 
{>87 otheT r"’) 1 ™, 
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enterprise.* This attack was fixed for the 12th of October, 
but the share in it assigned to the Guards Division was a small 
one, as the division was already on the high ground bordering 
on Houthulst Forest. The objectives given to the 3rd 
Guards Bde., consequently, entailed only a slight advance, 
mainly designed to improve the tactical position by cutting 
off the whole of the spur of hill stretching north-east from 
Veldhoek. 

During the night of the llth-12th of October the 4th 
Bn. Grenadier Guards f and the 1st Bn. Welsh Guards, in 
heavy rain, made their way forward to the line of the new 
objective which in this particular sector of the front lay only 
a few hundred yards in advance of the positions already 
occupied by the two Battalions. The Germans replied to 
this move by putting down a heavy barrage of gas shells 
along the Wijdendrift road and the valleys of the Steenbeek 
and Broembeek. This bombardment caused a good many 
casualties and a considerable disorganization of traffic, but 
it was not the prelude to any attempt by the enemy to drive 
the Grenadiers and Welsh Guards out of their new positions. 

At zero hour—5.25 a.m.—on the 12th of October the 
Welsh Guards and the left company of the 4tb Bn. Grenadier 
Guards had only to stand fast while the right company of 
the latter battalion was brought back to the old front line 
in order to be clear of the barrage put down to cover the 
advance of the 1st Bn. Grenadier Guards on the right. This 
barrage was rather ragged and the Grenadiers in consequence 
had some difficulty in carrying forward their attack, but, 
nevertheless, they succeeded in reaching their new line and 
at once began the work of consolidation, the company of 
their 4th Battalion on the left returning to the posts which 
it had dug during the previous night.$ 

* See “Sir Douglas Haig’s Despatches,” p. 129. CJ, also “Sir 
Douglas Haig’s Command,” vol. i. p. 879. 

f The 4th Bn. Grenadier Guards shot down one of the enemy’s 
aeroplanes on the nth of October. It was flying above the line at 
an aititude of about 300 feet and fell in flames on the edge of Houthulst 
Forest. 

J The XIV Corps commander sent the following telegram to Major- 
General Feildimr to mark his appreciation of the way in which this 
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Unfortunately, touch with the 17th Division, which had 
relieved the 29th Division on the right of the Guards, could 
not be obtained, although two platoons of the 2nd Bn. 
Scots Guards had been especially detailed to ensure the 
linking up of the troops of the two divisions as they advanced. 
These platoons were able, however, to establish themselves 
in the vicinity of Angle Point where they remained, although 
much exposed to the enemy’s machine-gun and rifle fire.* 
There was considerable trouble on this flank until darkness 
set in, when the 1st Bn. Grenadier Guards, in conjunction 
with troops of the 51st Infantry Bde. (17th Division), drove 
out the Germans in occupation of the block-houses at Angle 
Point and Aden House. 

It had been wet and cold throughout the entire day on 
the 12 th of October, and the conditions in the front line were 
so bad that it was judged expedient to relieve the 3rd Guards 
Bde. the following night. This relief was carried out without 
any unusual difficulty by the 1st Guards Bde.f whose troops 
on taking over the line at once set to work to patrol assiduously 
the southern edge of Houthulst Forest. They met with but 
little resistance, and there no longer appeared to be any 
organized German defensive system on this part of the front, 
although in the neighbourhood of Colbert cross-roads and 
Colombo House the enemy’s snipers still remained very 
active. So far as the Guards were concerned a continuance 
of the attack promised great results. But, except on its 
northern flank, the British advance on the 12th of October 
had been entirely brought to a standstill by the rain. The 
operations had to be broken off, therefore, soon after they 

attack was carried out:—“ Well done, everybody—wonderful perform¬ 
ance in awful conditions—hearty congratulations and thanks to you 
and all your troops." 

* The reason for this failure to maintain touch with the 17th 
Division was due apparently to the fact that the observer in the contact 
aeroplane, which accompanied the attack, did not discover that in 
their advance the troops of the 17th Division, owing to a slight loss of 
direction, had readied their objective rather farther to the right than was 
anticipated and so liad left a gap between them and the Guards. 

f The casualty returns of the 8rd Guards Bde. during the first 
fortnight of October show a loss of 19 officers and 725 other ranks, 
the 1st Bn, Grenadier Guards and tile 2nd Bn. Scots Guards sustaining 
more th n h. If the c =11 .IHw, 
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had been begun, and the great attempt to drive the enemy 
from the coast of Flanders had to be abandoned. Hence¬ 
forward the fighting in the Ypres offensive was carried on 
in order to secure as good tactical positions as were possible 
for the winter months, and to occupy the attention of the 
enemy while the surprise attack in the Cambrai area was in 
course of preparation.* 


(18) Relief of the Guards by the 85th Division, 17th 

of October. 

For the remainder of their sojourn in this part of the line 
the Guards were only called upon to improve the defensive 
organization of the new front, and to maintain the com¬ 
munications in rear. Neither of these tasks was an easy 
or agreeable one. The enemy’s artillery continually bom¬ 
barded the whole countryside. The rain fell incessantly, 
and the Steenbeek and the Broembeek, especially the latter 
stream, poured their waters over their broken banks until 
the greater part of the divisional area was under water. 
The mud and squalor were indescribable, but the routes 
to the forward area were always kept open. The duck- 
board tracks were steadily pushed northward, a trestle 
bridge 80 feet in length was carried over the Broembeek 
swamp, two dumps were established at no great distance 
from the front line trenches, and, by the 17th of October 
when the 85 th Division began the relief of the Guards, 
the divisional sector had assumed the characteristics normal 
in trench warfare. In view of the recent acquisition of the 
country and the deplorable weather conditions, the achieve¬ 
ment was one of which all ranks were justly proud. On 
its relief the infantry of the Guards Division, with the ex¬ 
ception of the 4th Bn. Coldstream Guards (Pioneers) and one 
of the Field Companies, R.E., which remained behind in the 
XIV Corps area to work on roads, railways and camps until 
the 8th of November, was moved by rail to the Eperlecques 
area, divisional headquarters being established at Esquelbeeq. 


* See p. 291, 
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(14) Work ok the Divisional Artillery during tiie 
month of October. 

The 74th and 75th Bdes., R.F.A., on their return to the 
line at the beginning of October, were employed in support 
of the attack of the 29tli Division on the 4th of that month.* 
For the operations on the 9th, they formed part of a group 
of guns under the command of the C.II.A., 20 th Division. 
By dint of an enormous amount of labour, most of the guns 
of the two brigades were got forward in order to cover the 
advance of the Guards. The batteries of the 74th Bde. 
fired from positions about 500 yards north of Abri Wood, 
and those of the 75th Bde. from positions in the valley of 
the Steenbcek on the right of Ruisseau Farm. The howitzers 
were farther forward on the northern side of the Wijden- 
drift road, but, so great was the difficulty of moving them 
over the heavy ground, that one section of each battery 
stuck in the mud and could not be brought up in time to 
take part in the engagement. The task of supplying the 
guns was also a laborious and anxious one as all the ammuni¬ 
tion had to be carried forward by pack. 

The creeping barrage on the 9th of October was most 
effective and its slow rate of progress was found entirely 
satisfactory by the infantry. After the objectives had been 
captured, the gunners were called upon to fire fairly often 
in response to S.O.S. calls, and this, together with the firing 
of practice barrages, kept them constantly employed. 

On the 12th of October the 75th Bde. formed part of the 
right group of guns which covered the advance of the 3rd 
Guards Bde., but the work of the artillery on this day was 
not particularly exacting. 

When the Guards Division left the line, its artillery re¬ 
mained, and there was a rearrangement in the grouping of 
the guns along this sector of the front which a few days 
later came under the command of the C.R.A., Guards 
Division. The 74th and 75th Bdes., as a result of this 
rearrangement, returned to the left group, and, on the 20th 


* See p. 208. 
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of October, the former brigade took over the guns of the 
152nd Bde., R.F.A., in muddy positions in the valley of the 
Steenbeek near Tuff’s Farm. That day, and the day follow¬ 
ing, the two Brigades took part in area bombardments and 
a special gas bombardment preparatory to an attack delivered 
on the 22nd of October by the 85th Division in cooperation 
with the French. This attack resulted in a slight tactical 
improvement in the line. 

Another forty-eight hours’ bombardment of the enemy’s 
positions began on the 24th of October in preparation for 
yet another advance. The batteries of the 74th Bde. were 
by this time in new positions on the Broembeek, which were 
served by a light railway. The problem of the ammunition 
supply, therefore, was much simplified and the pack-horses 
could be reduced to ten for each battery. Observation, 
at any rate in the direction of Passchendaele and West- 
roosebeke, was also considerably improved. 

The attack on the 26th of October was on the right of 
the front held by the 85th Division, and the Guards divisional 
Artillery was not called upon to any great extent. The 
following day, however, its gunners supported an attack 
delivered by the French, and, on the 28th, and again on the 
30th, they joined in the barrage fire that covered further 
operations on the right flank in which progress was made 
towards Poelcappelle and Passchendaele. 

Altogether the month of October was a hard one for the 
artillery. In the 74th Bde. alone the casualties amounted 
to II officers and 68 other ranks, while 10 guns had to be 
sent to the rear for repairs, 5 others being repaired in the 
battery positions.* Throughout the month, too, all ranks 
were compelled to live and to fight in appalling conditions 
due to the continuous rain and cold. The wagon lines were 
invariably in a sea of mud and many of the drivers suffered 
from trench feet. 

* In the course of the Ypres offensive this Bde., R.F.A., fired 
250,000 rounds and had 33 guns knocked out, exclusive of 16 which 
were knocked out and repaired in situ by the battery artificers. 
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(15) WOBK OF THE R.A.M.C. ON THE DIVISIONAL FRONT 
DURING THE YpRES OFFENSIVE. 

Allusion has already been made to Major-General 
Feilding’s tribute to the admirable work done by the officers 
and men of the R.A.M.C. on the 81st of July.* During the 
trying weather in which the remainder of the operations 
was carried out, the work of the R.A.M.C. was arduous in 
the extreme, and the organization by means of which the 
Corps coped with its difficulties was worthy of the highest 
praise.f For the advance on the 9th of October bearer 
posts for the collection of the wounded were established at 
Ruisseau Farm, Sentier Farm and Wijdendrift. The first- 
named farm was at the head of the trench tramway by which 
all stretcher cases were sent down to the advanced dressing- 
station at Green Mill, From there transit to the XIV Corps 
main dressing station at Solferino Farm, a few miles south¬ 
east of Elverdinghe, was by the Dccauville railway line as 
there were no roads available for motor ambulances east of 
the Yser Canal. Walking wounded were directed down the 
duck-board tracks to Boesinghe Chateau, where tea and food 
were supplied to them before they went on to the corps 
collecting post. 

All these arrangements worked well during the course 
of the attack, but, when the final objectives had been reached 
on the 9th of October, and the regimental aid posts of the four 
leading battalions were moved forward to Louvois Farm 
and Egypt House, the journey to the rear became a very 
long and trying one for the stretcher bearers. Their numbers, 
too, were quite inadequate for the purpose. With the assist¬ 
ance, however, of German prisoners the evacuation of the 
wounded was effected without any great delay, and, except 
for some more or less unavoidable irregularities in the running 
of the Decauville trains during the afternoon, the arrange¬ 
ments made by the A.D.M.S. worked satisfactorily. On 
the days following the attack the incessant rain and the 
heavy condition of the ground made the work of the stretcher 

* See p. 255. 

t i See W.D., Guards Division, App. A.D.M.S. Report, October, 1017. 
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bearers still more arduous, while the task of clearing the 
wounded from Egypt House was an exceedingly dangerous 
one owing to the activity of the enemy’s snipers. The number 
of bearers available also became still more reduced as during 
the heavy gas bombardment on the night of the 11th of 
October about 50 R.A.M.C. bearers became casualties. 
Henceforward no reliefs were possible, and, consequently, 
from this date until the Guards left the line all bearers were 
obliged to continue working in the forward area. From 
noon on the 8th of October to the 17th of October theR.A.M.C. 
evacuated over 1,800 stretcher cases and lost 6 officers and 
88 other ranks in so doing. 

( 16 ) Casualties suffered by the Guards during the 

OFFENSIVE. 

It is by no means an easy matter to set down exactly 
the casualties of the Guards Division, or indeed of any 
division, in a series of offensive operations extending over a 
considerable period of time such as the Ypres offensive in 
1917. The reasons for this difficulty are, first, that in some 
cases the returns are missing or incomplete, and secondly, 
that the units engaged in the different phases of the battle 
did not invariably send in returns covering the same periods 
of time. After the fighting on the 81st of July, for instance, 
some units when compiling the lists of their casualties in¬ 
cluded in their returns the losses sustained during the days 
of preparation before the attack, whereas others merely 
stated their losses during the actual engagement. The 
casualties among tlxe attacking troops that day were naturally 
severe, but were not so heavy as might have been expected 
in view of the extent of the advance and the strength of the 
enemy’s defensive organization. The 1st Guards Bde. lost 
21 officers and C08 other ranks between zero hour on the 
81s fc of July and the 8rd of August, when it was relieved in 
the line. Nearly three-quarters of these casualties were 
sustained by the 2nd Bn. Grenadier Guards and the 2nd 
Bn. Coldstream Guards and the machine-gun sections which 
accompanied them in their attack on the final objective, 
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The losses of the 2nd Guards Bde., for the period the 26th 
of July to midnight on the 31st of July, are reported as having 
been 29 officers and 826 other rallies, the battalions which 
suffered most severely being the 1st Bn. Scots Guards and 
the 2nd Bn. Irish Guards. The casualties in the 3rd Guards 
Bde. during the actual day’s fighting on the 31st of July 
were returned as 12 officers and 819 other ranks.* But, in 
estimating the losses suffered by the division in this offensive, 
the casualties during the strenuous weeks of preparation for 
the attack should also be included—these losses, between 
the 1st of July and zero hour on the 31st, are stated to have 
amounted to 18 officers and GOO other ranks killed, wounded, 
gassed or missing. 

In the fighting between the Oth and 15th of October 
the casualties of the division amounted to 24 officers killed 
and 56 wounded; 399 other ranks killed, 1,621 wounded 
and 164 missing—the total losses being returned as 2,264.| 


(17) Summary of tiie work done by the Division in the 
Battles of Ypres, 1917. 

During the Ypres offensive the Guards Division carried 
forward the British line for a distance of about 6,000 yards, 
advancing from the Yser Canal to the outskirts of Houthulst 
Forest. Its task in comparison with that of some of the 
other divisions farther south may not have been so difficult 
or exacting, but its troops never failed to achieve their 
purpose and their success was due alike to the admirable 
organization of each enterprise by its staff, to the splendid 
discipline and courage of its artillery and infantry, and to the 
strenuous and unremitting exertions of its R.E. and pioneers 
who, notwithstanding heavy casualties and the appalling con¬ 
dition of the ground, never relaxed their efforts in the 

* It will be observed that these returns do not include the divisional 
Artillery or divisional units other than the infantry. References have 
been made to the losses sustained by the gunners and R.E. in the pre¬ 
ceding narrative, although it has not been possible to give the total 
figures. 

7 See W.D., “ Q ” Branch, GuardB Division, 16th October, 1017. 
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development and maintenance of the communications with¬ 
out which any continuance of the advance after the 81st of 
July would have been out of the question. The division 
lost during the course of the operations 808 officers and 
7,898 other ranks. It inflicted very heavy losses on the enemy 
and captured 28 officers and 1,152 other ranks.* These 
officers and men came from no less than thirteen German 
divisions which were either immediately opposed to the 
Guards or which were stationed in neighbouring sectors of 
the line and employed for the purpose of counter-attacks on 
the divisional front.f In addition to these divisions, it is 
known that four other German divisions were used to resist 
the Guards Division and the divisions operating on its right. J 
In view of the number of divisions used by the enemy on this 
part of the front during the four months in which the Guards 
were in the line, there would appear to be no exaggeration in 
the estimate made at the time that the Guards Division and 
the 29th Division between them put out of action no less 
than six German divisions. 

The pauses in the battle caused by the bad weather and 
the stubborn defence of the enemy farther south which 
delayed the northern advance of the British Army, and also 
the fact that the great majority of the enemy’s gun positions 
were a long way in rear, naturally prevented any sensational 
captures of war material by the Guards, and they did well 
in securing 8 field guns, 1 howitzer, 81 machine guns and 
9 trench mortars. The great achievements of the Guards 
Division was fully recognized by the Commander-in-Chief 
who, at a parade held at Inglinghem on the 25th of October, 
personally thanked Major-General Feilding and his troops 
for their brilliant services during the offensive. A few days 

* These figures do not include wounded prisoners who were able 
to walk. 

t The 6th Bavarian Division, the 18th, 26th, 27th, 208th and 
227th Infantry Divisions, the 2Brd, 20th, 40th and 111th Reserve 
Infantry Divisions j and the 8rd Gdc. Division and the 187th and 
240th Divisions. 

t The 2nd Gde. Reserve Division, the 79th Reserve Division, 
and the 204th and 214th Divisions. See W.D., Guards Division, 
Report of Operations, October, 1917, 

VC1T,. I, TT 
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previously H.R.H. the Duke of Connaught had paid the 
division an informal visit, and he afterwards sent to the 
Major-General a special message of congratulation. The 
Fifth Army commander and the XIV Corps commander 
acknowledged in glowing terms their appreciation of the 
gallant behaviour and magnificent discipline displayed by 
the division whilst under their command, and General 
Nollet, commanding the French XXXVI Corps, also recorded 
in writing his appreciation of its services.* But the message 

* The following telegram was received by Major-General Feilding 
from General Sir H. Gough when the Guards Division left the Fifth 
Army:— u During their five months in the Fifth Army the Guards 
Division have set an example to all and maintained the high standard 
one expects from them—their admirable work when holding the line 
and their complete success in the battles of July aist and October 
9tli and 12th have been of the greatest value to the Army as a whole 
and also to our French Allies by whose side Lhcy fought—in bidding 
good-bye to the division I should like all ranks to know how grateful 
I am for all they have done during the third battle of Yprcs.” 

Lord Cavan wrote as follows to Major-General Feilding:—I am 
sure that all Guardsmen will understand that it is difficult for me, as 
a Guardsman of 32 years completed service, and at the same time a 
commander of other divisions, to express as fully as my heart dictates, 
my appreciation of the performance of the Guards Division. . . , 
I need not say that the success in battle of the division is the dearest 
and sincerest wish of my heart. I think it is literally true that the 
division has never had what used to be called in South Africa an 
* unfortunate incident ’—more than that—it has never failed to per¬ 
form its allotted task. In this las t battle of Flanders the Guards Division 
have captured almost exactly 0,000 yards of fortified positions in depth, 
Details of its captures, of prisoners and material, I leave to your staff to 
compute. Those are only material results. The true results are—1. That 
the Guards Division has done its duty to its Colonel-in-Chicf—His Majesty 
the King. 2. That its traditions are on a higher plane, if possible, 
than they have ever been. 3. That it inspires the confidence of the 
Commander-in-Cliicf and the army commander to whom it may 
belong. Lastly, it has never failed its corps commander, and I thank 
you all with a sincerity that must be obvious for the grit, determina¬ 
tion, and valour that you have shown and the steadfast maintenance 
of our greatest traditions." 

General Nollet, in forwarding to Major-General Feilding the brevets 
of some officers and men whose names he had cited in an order of the 
XXXVI Corps and certain Croix de Guerre for distribution by the 
Major-General, said:—“ Jo souhaite que ces croix perpetuent en eux 
le souvenir des liens d’affectueuse amitid et de eonfiance reoiproque 
qui se sont nouds entre eux et leurs camaTades du 80m Corps au cours des 
heures de combat vecues c6te it cdte." He also paid a special tribute 
to the perfeot satisfaction given to him by the British liaison officers. 
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which gave the most satisfaction to all ranks of the Brigade 
of Guards was the following letter addressed to Major-General 
Feilding by Colonel Clive Wigram on behalf of His Majesty 
the King:— 

“Dear Feilding, 

“ Lord Cavan has informed the King of the doings 
of the Guards Division in the recent offensive. His Majesty 
has read with admiration and satisfaction the story of their 
splendid achievements, and the King heartily congratulates 
you and the division on all that has been accomplished in 
spite of the most unfavourable conditions of weather and mud. 

“ As Colonel-in-Chief of the Guards His Majesty is proud 
to think that there has been imposed upon the division no 
task that has not been successfully fulfilled. The King has 
no doubt that after awell-earned rest, rebuilt and re-equipped, 
the division will distinguish itself in the future as it has 
distinguished itself in the past, and His Majesty sends you 
all his best wishes. 

“ Yours sincerely, 

“ Clive Wigram.” 

“Buckingham Palace, 17th October, 1017.” 

(18) Changes in the commands and on the stare oe 
the Division during the course oe the Ypres 

OFFENSIVE. 

Two important changes in the brigade commands occurred 
while the Guards Division was engaged in the third battle 
of Ypres. Towards the end of August Brig.-General J. Pon- 
sonby left the division on his appointment to the command 
of the 40th Division. His departure was universallyregretted, 
for no more popular commander ever existed. He was 
succeeded in the command of the 2nd Guards Bde. by Brig.- 
General B. N. Sergison-Brooke, whose appointment gave the 
greatest satisfaction to all ranks.* On the 22nd of September 
Brig.-General G, D. Jeffreys, another experienced commander 
who could ill be spared, left the Division in order to assume 
the command of the 19th Division. Lieut.-Colonel C. It, C. 

* See “ Reminiscences of a Grenadier,” p. 168. 
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de Crespigny was appointed to command the 1st Guards 
Bde. in his place, and remained in that position until the 
end of the war. Major G. E. C. Rasch succeeded Lieut.- 
Colonel de Crespigny in the command of the 2nd Bn. Grenadier 
Guards. On the 5th of September Lieut.-Colonel C. P. Hey- 
wood, G.S.O.l, proceeded to England on his appointment as 
an instructor of the Staff Course at Cambridge, and his place 
was taken by Lieut.-Coloncl the Honble. A. G. A. Hore- 
Ruthven, who previously had been G.S.O.l of the 62nd 
Division. 

Various changes in the commands of battalions, to which 
allusion has not already been made in the notes to the 
narrative, took place about this time. Early in October 
Major Longueville succeeded Lieut.-Coloncl R. B. Crawford 
in the command of the 8rd Bn. Coldstream Guards, and 
a little previously Lieut.-Colonel R. Tempest, who was 
appointed to command the 43rd Infantry Bde., had been 
succeeded in the command of the 1st Bn. Scots Guards by 
Major M. Romer. On the 18th of October Lieut.-Coloncl 
R. Skeffington-Smyth returned to England and Major G. J, 
Edwards took his place as commanding officer of the 4th 
Bn. Coldstream Guards (Pioneers), 



CHAPTER X 

THE CAMBRAI OPERATIONS, 1917—THE ATTACK ON FON- 
TAINE-NOTRE -DAME BY THE 2ND GUARDS BRIGADE, 
27TH OF NOVEMBER. 

(1) The reasons for the Cambrai Offensive. 

As to the political reasons which prompted the British 
Commander-in-Chief to carry out the attack in the Cambrai 
area in November, 1917, it is unnecessary to deal at any 
length in this book. The attack in its main features had 
been planned some months beforehand because it was con¬ 
sidered that this front was “ the most suitable for the surprise 
operations in contemplation. The ground there was, on 
the whole, favourable for the employment of tanks which 
were to play an important part in the enterprise, and facilities 
existed for the concealment of the necessary preparations 
for the attack.” * The actual decision, however, to put the 
plan into execution at this particular date was influenced 
very largely by the belief that a sudden and unexpected 
blow on the Western Front, on which the enemy’s power 
of resistance had already been put to a severe strain by the 
Flanders offensive, would be of assistance to the Italians by 
preventing the dispatch of German troops from France to 
exploit the great victory which the Central Powers had gained 
at Caporetto.f Nevertheless, with the limited number of 
troops at his disposal, it was clear to Sir Douglas Haig that, 
unless he was able to take the enemy completely by surprise, 

* See “ Sir Douglas Haig’s Despatches,” p. 161. 
f The attack on the Cambrai front “ was started in some part to 
help Italy after Caporetto, though planned months before; it was 
continued in some part for the same cause after the initial success had 
ended.” See “ Sir Douglas Haig’s Command, 1915-1918,” p. 386. 
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he would be unable to achieve the object which he had in 
view. His intention was to break through the Hindenburg 
Line between the Canal de l’Escaut and the Canal du Nord. 
If this task were carried out quickly and successfully, he 
hoped to be able to exploit his victory, and, by pushing 
forward his cavalry before the Germans had had time to 
bring up their reserves to cover the advance of his infantry 
on to the high ground to the west of Cambrai, the possession 
of which would enable him to turn the enemy’s defences to 
the north.* 

The whole success of the operation, therefore, depended 
upon secrecy and expedition. The secret was well kept and 
there is no doubt that the attack at Cambrai took the Germans 
completely by surprise.^ Had the actual conduct of the 
battle been equally successful, there is no reason to suppose 
that the operation, as originally planned by the British 
Commander-in-Chief, might not have led to large results. 
Whether or not it was wise to continue the offensive after 
its initial success had ended in comparative failure and the 
enemy had had time to reorganize his defence is a matter 
which will be discussed later on. 


(2) The Guards Division moves south—Scope of the 

PROPOSED OPERATIONS IN FRONT OF CAMBRAI EX¬ 
PLAINED to Major-General Feilding—Opening of 
the attack, 20th of November—Tiie Guards move 

INTO THE BATTLE ZONE—RELIEF OF THE SlST DIVISION 
IN THE LINE BY THE 1ST AND 8RD GUARDS BRIGADES, 

The Guards Division had only been in rest billets in the 
Second Army area for about three weeks when orders were 
received for it to move southward. No intimation was given, 
however, as to the destination of the division or as to the 
reasons which made the move necessary, and there was in 
consequence a good deal of speculation—most of it very 

* See “ Sir Douglas Haig’s Command, 1915-1018,” vol. i. pp. 
380, 891. 

J See “My War Memories, 1914-1018,” by General Ludcndorff, 
vol. fa, t>* 494. 
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wide of the mark—amongst officers and men as to the fate 
that was in store for them.* The move by route march 
was begun on the 9 th of November, and, by the 12th, the 
division (less artillery) was concentrated in the neighbour¬ 
hood of St. Pol, where it ceased to be in G.H.Q. Reserve and 
came under the orders of the V Corps. Meanwhile, the 
divisional Artillery, moving under orders issued direct to 
its commander by the First Army, had arrived in the Aubigny 
area, where it once more came under the orders of the Guards 
Division. 

On the 11th of November the B.G.G.S. of the V Corps 
paid a visit to Major-General Feilding and explained to bira 
privately the scope of the coming attack by the Third Army 
on the Cambrai front and the general plan of operations. 
The object of the offensive was to break through the Hinden- 
burg Line on a front of about 10,000 yards between Gonnelieu 
and Havrincourt. This task was to be carried out by two 
Corps—the III Corps on the right and the IV Corps on the 
left. The two Corps were to attack simultaneously without 
any preliminary artillery bombardment, but the infantry 
was to be supported by a large number of tanks. The 
III Corps was to seize the Bonavis—Lateau Wood spur and 
the crossings of the Canal de l’Escaut at Masni&res and 
Marcoing, thus forming a defensive flank, while the IV Corps 
was to storm the Havrincourt—Flesqui&res ridge and to 
advance northward in order to capture the high ground on 
which Bourlon Wood and the village of Fontaine-Notre- 
Dame were situated. Once this high ground was captured, 
it was confidently anticipated that the continuance of the 
advance towards the Sensee river would turn the whole of 
the German defensive positions to the north. 

The scheme of operations entailed a rapid exploitation 
by the cavalry of any success obtained by the infantry and 
tanks, and orders had consequently been given to the Cavalry 
Corps, less the 1st Cavalry Division, to be ready to pass through 

* “ One knows from the record of the 1st Battalion (Irish Guards) 
that the whole Division now on the move were prepared for and given 
to believe anything—even that they might be dispatched to Italy, 
to retrieve October’s disaster of Caporetto.” See “ The Irish Guards 
in the Great War,” vol. ii. p. 175. 
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the infantry in order to isolate Cambrai and to seize tlie high 
ground to the east and north-east of that town as well as the 
crossings of the Canal de la Sensde east of Paillcncourt. 
The successful carrying out of this manoeuvre would have 
the effect of cutting off the enemy’s troops within the Qu6ant 
salient. The 1st Cavalry Division, which was attached to 
the IV Corps, was to assist in the capture of Bourlon village, 
and then to secure the crossings of the Canal de la Sensee 
west of Paillencourt. 

The V Corps was being held in readiness to support the 
attack, but its actual task would naturally depend upon the 
measure of success obtained by the other two Corps, and all 
that the B.G.G.S. could tell Major-General Feilding was that 
its three divisions—the 40th Division, the Guards Division and 
the 59tli Division—were to approach the area of operations 
in the order named. On the 15th of November the V Corps 
Commander (Lieut.-General Sir E. Fanshawe) saw Major- 
General Feilding and Major-General J. Ponsonby, command¬ 
ing the 40th Division, and confirmed the information already 
given to them by his B.G.G.S. He also strongly emphasized 
the importance of the maintenance of the most rigid secrecy 
with regard to the forthcoming offensive. Major-General 
Feilding then called a meeting of his brigadiers and com¬ 
manding officers, and, after explaining to them the plan of 
operations and the urgency of keeping the secret, instructed 
them to spread the rumour among their troops that the 
division was on its way south to relieve the French and 
that, owing to the scarcity of transport caused by rolling 
stock and motor vehicles having been sent to Italy, much 
baggage would have to be left behind at St. Pol. This rumour 
was generally believed, and the mobility of the division 
was much increased. Every opportunity was also taken to 
practise the troops in open warfare schemes, while the Guards 
Reinforcement Battalion was reformed with the battle 
surplus from each battalion, the division adhering to its 
usual fighting strength of thirty-two men in a platoon. On 
the 16th of November Major-General Feilding saw General 
Sir Julian Byng, commanding the Third Army, who told 
him definitely that the Guards Division would be held in 
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readiness to move forward in the event of Bourlon Wood 
being captured by the IV Corps, in which case the Division 
would pass through the gap in the enemy’s defences and 
would attack north in rear of the German front line in con¬ 
junction with the 40th Division.* By the 17th of November 
the whole of the infantry of the Guards Division had reached 
the vicinity of Lc Cauroy, and, at 11 p.m. on the 19th, after 
two fatiguing night marches along roads congested with 
traffic, the division was billetted round Achiet-le-Petit 
and Gomiecourt. 

On the 20th of November, at 6 a.m., the attack of the 
III and IV Corps on a front of about six miles from east of 
Gonnelieu to the Canal du Nord opposite Hermies was 
launched in a mist of drizzling rain. It was at first attended 
with extraordinary success. The enemy’s line was broken on 
a comparatively broad front and several thousand prisoners, 
as well as many guns and much material, were captured 
at a cost of but few casualties to the attacking troops.f 
At the end of the day’s fighting, however, the situation was 
not particularly satisfactory, so far at any rate as the con¬ 
templated scheme of exploitation was concerned. Bourlon 
Wood had not been reached; a decided check had been, 
experienced in front of Flesquieires; the enemy’s troops in 
Mceuvres and north of the area of attack showed no sign 
of withdrawing; and the British cavalry had failed to make 
use of its fleeting opportunity to push through the German 
lines and to isolate Cambrai.J But in despite of this partial 


* In view of subsequent events it is interesting to note that the 
Tliird Army commander assured the Major-General on this occasion 
that the Guards Division would not be employed in the offensive unless 
Bourlon Wood were captured the first day of the attack. 1 In the 
event of the failure of the IV Corps to capture the wood, he told the 
Major-General that there was no intention of continuing the operation 
and that the plan was to withdraw to a line through Flesquieres. 

t “ At the end of the first day of the attack, three German systems 
of defence had been broken through to a depth of some four ana a hair 
miles on a wide front, and over 5,000 prisoners had already been brought 
in. But for the wrecking of the bridge at Masni&res and the check a 
FlesquiSres, still greater results might have been attained. bee 
“ Sir Douglas Haig’s Despatches, 1915-1018,” P- 187. 

J “ Strong bodies of cavalry assembled behind, the triumphant 
loading infantry divisions failed, even on this occasion, to overcome 
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success, the British Commander-in-Chief considered that 
the results which had been obtained were sufficient to justify 
him in continuing the offensive—and this, although he had 
failed to gain possession of the all-important Bouxlon— 
Fontaine-Notre-Dame ridge and could no longer count 
upon the advantage of surprise. The attack, consequently, 
was resumed on the 21st of November. On the morning 
of this day an order was received for the Guards Division 
to move at short notice to the Bcaumetz-les-Cambrai area, 
but in the course of the afternoon the destination of the 
division was altered to Barastrc. Buses were supplied 
by the corps for the conveyance of the infantry, but, as 
they were late in arriving and as by this time the route was 
blocked with every kind of traffic, the journey was a long 
and tedious one. The 1st and 3rd Guards Bdes. did not 
actually reach their billets in the new area until 4 a.m. and 

9 a.m. respectively, on the 22nd of November. The battalions 
of the 2nd Guards Bde. which, with the exception of the 
3rd Bn. Grenadier Guards, elected to march, reached 
their new quarters somewhat earlier. The men were tired 
out, and the remainder of the 22nd was spent by the troops 
in getting as much rest as the weather and the limited 
accommodation would permit. Divisional headquarters was 
established at Haplincourt and the artillery was billctted at 
Lechelle. 

The 28rd of November was a trying day for Major- 
General Feilding and for his staff, as well as for the fight¬ 
ing troops of the division for whom it was “ a day full 
of orders—countermanded orders—new orders—and lack 
of orders.” * The previous evening the division had been 
ordered to move forward early in the morning of the 28rd 
to the Beaumetz—Doignics—Lebucqui&re area, and by 

10 a.m. the 1st Guards Bde. was at Doignies, the 3rd Guards 

the last line of resistance, weak though it was, which barred the way 
to the flanks and rear of their opponents. The English cavalry 
squadrons were not able to conquer the German defence, with the help 
or their tanks, and proved unequal to decorating their standards with 
that victory for which they had striven so honourably and so often.” 
See “ Out of my Life," by Marshal von Hindenburg, p. 201. 

* See W.D., 2nd Bn. Grenadier Guards, November, 1017. 
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Bde. at Beaumetz and the 2nd Guards Bde. at Lebucquiere. 
The division now came under the orders of the IV Corps 
(Lieut.-General Sir C. L. Woollcombe), but divisional head¬ 
quarters was still at I-Iaplincourt. About midday Major- 
General Feilding received a telegram from the IV Corps 
stating that the Guards might be called upon to relieve 
the 51st Division in the line that night,* but the telegram 
contained no intimation as to the whereabouts of the head¬ 
quarters of the 51st Division and its brigades. It was 
not until 2 p.m. that this necessary information could be 
obtained from the IV Corps. The brigadiers of the 1st and 
3rd Guards Bdes. then started off to get in touch with the 
brigades which they were to relieve, but, as the locations 
supplied by the IV Corps turned out to be incorrect, they 
were for a long time unsuccessful in their quest. It was, 
indeed, more by good luck than by good management that 
by about 6 p.m. they succeeded in finding the advanced 
headquarters of the 51st Division at Flesqui&res. They then 
discovered that the staff of that division had received no 
instructions as to the relief by the Guards and was, as a 
matter of fact, arranging its own divisional relief. Mean¬ 
while, the G.S.O.l of the Guards Division had gone to the 
headquarters of the IV Corps where, at 2 p.m., he received 
at last a definite order for the Guards to relieve the 61st 
Division that night. 

Major-General Feilding then ordered the 1st and 3rd 
Guards Bdes., in the order named, to move forward, and, as 
their brigadiers had not yet rejoined their troops, he in¬ 
structed the two brigades to await their arrival at Lock 
No. 5 on the Canal du Nord. 

The 2nd Guards Bde. was ordered to remain at Lebucquiere 
for the night and to advance to RiMcourt via Metz and 
Trescault the following morning (24th of November) starting 
at 7 a.m. The divisional Artillery, which had been ordered 
by the IV Corps to move from Lechelle to Haplincourt on 

* At 8.30 a.m. on the morning of the 23rd of November Major- 
General Feilding had asked the IV Corps whether his division was to 
be employed to relieve any division in the line and had been told that 
it was “ most unlikely.” 
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the 23rd, and the R.E. Companies, also received orders to 
move forward on the morning of the 24th, the former to the 
south-west corner of Havrincourt Wood, the latter to Tres- 
cault. Meanwhile, later in the evening on the 28rd of 
November, the brigadiers of the 1st and 3rd Guards Bdes. 
had rejoined their respective brigades, and, during the 
night of the 23rd-24th, the relief of the leading brigade of 
the 51st Division had been effected by the 1st Guards Bde.— 
the 2nd Bn. Grenadier Guards reaching Graincourt about 
midnight, where it replaced the 9 th Bn. Royal Scots. The 
incoming battalion had to borrow the Lewis guns of the Royal 
Scots as none of its own transport had got forward beyond 
Hermies. 

The line taken over by the 1st Guards Bde. stretched 
from a point south-east of Cantaing to the south-east of 
Bourlon Wood—a distance of approximately 4,400 yards. 
This front was held by three battalions in line—the 2nd Bn. 
Grenadier Guards on the right, the 1st Bn. Irish Guards in 
the centre, the 3rd Bn. Coldstream Guards on the left. The 
2nd Bn. Coldstream Guards remained in support at La 
Justice, east of Graincourt, where also brigude headquarters. 
was established. The 1st Guards Bde. Machine-Gun 
Company was obliged to take over the guns which were 
already in position as its own guns, together with all the 
brigade transport, were blocked on the line of route. Four 
of these guns were in position on the southern edge of Bourlon 
Wood and four others were in support farther south beyond 
the Bapaume—Cambrai road. The 3rd Guards Bde. was 
assembled in support round Flesquieres, one of its battalions 
being pushed forward in divisional reserve to the south-west 
of La Justice. 

Fortunately for all concerned the night was a quiet one, 
for the relief was an arduous and difficult undertaking. In 
order to carry it out the two Guards brigades had to cover 
a distance of over fifteen miles, more than half of this distance 
having to be traversed in the dark over entirely unknown 
and very heavy country. In addition to which, it must 
be borne in mind that the 51st Division was not expecting 
to be relieved by another division and had consequently 
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made none of the usual preparations—nor, indeed, was its 
staff aware of the exact positions occupied by its leading 
troops. The successful accomplishment of the relief, there¬ 
fore, in such circumstances, was a feat of skill and endurance 
which reflected the greatest credit on all ranks. 

At 10 a.m. on the 24th of November, Major-General 
Peilding took over the command of the sector of the line 
between Cantaing and the south-east comer of Bourlon 
Wood with his advanced headquarters at Flesqui&res and 
his rear headquarters at Trescault. The 2nd Guards Bde. 
was moved up to Ribeeourt during the course of the day and 
the divisional Artillery was also brought forward into a 
position of readiness to go into action as soon as darkness 
set in so as to supplement the four brigades R.A., which 
already covered this portion of the front.* 


(8) Results op the fighting between the 21st an© 
24th op November. 

In order to understand the situation in which the Guards 
Division now found itself, it is necessary to pause in the 
narrative in order to set down as shortly as possible the 
course of the battle on this portion of the front subsequent 
to the initial attack on the 20th of November. 

The 51st Division had made its original assault from the 
British line in the neighbourhood of Trescault, and, after 
storming the Hindenburg Line, had crossed the valley and 
attacked Flesqui£res ridge and village. Here the enemy 
had offered a strenuous resistance and it was not until the 
morning of the 21st that the village was captured. The 
51st Division had then pushed forward, in conjunction 
with the 62nd Division on its left, towards Fontaine-Notre- 
Dame and Bourlon. These two divisions succeeded in 
capturing Anneux, while the- 6th Division, on the right of 

* The front of the division was supported by four brigades 
R.F. A. These were reinforced on the night of the 24th-25tb of Novem¬ 
ber by the two brigades Guards divisional Artillery. It should he men¬ 
tioned that all guns were in the open and under direct observation of 
the enemy holding the high ground about Fontaine-Notre-Dame. 
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the 51st Division, drove the Germans out of Cantaing. Later 
on the same day the 51st Division took Fontaine, and the 
62nd Division, after heavy fighting, gained a footing in 
Bourlon Wood. 

No further attack was made by the British on the 22nd 
of November, but the Germans made a vigorous counter¬ 
attack which resulted in their regaining possession of Fon¬ 
taine during the course of the afternoon—an achievement 
which was destined to have a deciding effect upon the sub¬ 
sequent operations.* The next morning the 51st Division, 
supported by tanks, made an attempt to regain Fontaine, 
but, although some of the tanks succeeded in making their 
way into the village, no real progress was made and the locality 
remained in the enemy’s hands. During the course of the 
same day, however, the 40th Division, which had relieved 
the 62nd Division, on the left of the 51st Division, after 
desperate fighting, entered Bourlon village, and, although 
its troops were unable to remain there, they succeeded in 
despite of various German counter-attacks in retaining a 
somewhat precarious hold of the south-western portion of 
Bourlon Wood throughout the night of the 28rd-24th of 
November. 


(4) The 3rd Guards Brigade sent to the assistance 
op the 40th Division—The 2nd Bn. Scots Guards 
AND THE 4TH Bn. GRENADIER GUARDS IN ACTION 
in Bourlon Wood and south-east op it, 25th op 
November. 

Although the enemy shelled Cantaing and the Bapaume— 
Cambrai road intermittently throughout the day, the 24th 

* This counter-attack -was mainly carried out by troops of the 
lOTth Infantry Division which had been entrained on the Eastern 
Front about the middle of November and which, luckily for the Germans, 
was beginning to arrive in the Cambrai area just at this time. General 
Ludendorff is of the opinion that the success on the 22nd of November 
materially altered the situation in favour of the Gormans, and it was 
after the recapture of Fontaine that the plan to take the British attack 
in flank was decided upon. See “ My War Memories, 1014-1018,” 
vol. ii. p. 400. 
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of November passed comparatively quietly on the front 
held by the 1st Guards Bde. The various battalions in 
the line, which was held by a series of posts, sent out numerous 
patrols which gained touch with the 6th Division west of 
Noyelles-sur-l’Escaut, and ascertained that the Germans 
were in considerable strength at Fontaine. 

On the left of the sector occupied by the Guards, however, 
the situation of the 40th Division in Bourlon Wood towards 
nightfall became distinctly critical. In the morning the 
enemy had launched two counter-attacks and had succeeded 
in strengthening his hold of the high ground. Throughout 
the day the troops of the 40th Division had offered a stout 
resistance to his farther advance, but the division had now 
been in action continuously for two days and it was clear 
that, unless it could be reinforced by fresh troops, it would 
be impossible for it to maintain its position in Bourlon Wood. 
In the evening, therefore, the 8rd Guards Bde. was placed 
at the disposal of the G.O.C., the 40th Division. 

The 2nd Bn. Scots Guards was at once moved forward in 
support of the 119th Infantry Bde. At 8.30 p.m. a message 
reached the battalion from this brigade stating that, in 
consequence of repeated German counter-attacks, the position 
on the right of the 40th Division was critical. Upon receipt 
of this information the 2nd Bn. Scots Guards continued its 
advance with as much expedition as was possible, and soon 
after 10 p.m. reached Anneux Chapel. Meanwhile, the 1st 
Guards Bde. Machine-Gun Company had moved some of 
its guns in order to strengthen the threatened flank of its 
own brigade. The night was very dark, and the inevitable 
confusion was increased owing to the activity of the enemy’s 
machine gunners, who were exceedingly well posted on the 
high ground in the centre of Bourlon Wood. But all diffi¬ 
culties were overcome and the Scots Guards were successful 
in linking np the refused flank of the 1st Guards Bde. on 
their right with mixed units of the 119th Infantry Bde. on 
their left. As soon as this task had been accomplished, the 
battalion sent out patrols to endeavour to locate the exact 
line held by the Germans preparatory to the attack which 
it was proposed to launch at dawn. Although the members 
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of the first of these patrols were all either killed or wounded, 
the positions occupied by the enemy were eventually located. 

Early in the morning on the 25fch of November the 2nd 
Bn. Scots Guards, with three companies in the line, in 
cooperation with some reorganized units of the 40th Division 
on its left, assaulted the German line. The Germans were 
in considerable strength, fully on the alert and well provided 
with machine guns, but, although they offered a vigorous re¬ 
sistance, the attacking force drove them back and established 
the British line on the highest ground in Bourlon Wood. 
So satisfactory, presumably, were considered the results 
of this attack, that the Scots Guards were called upon to 
carry out another advance, the object of which was to force 
the remaining Germans off the north-eastern shoulder of 
the hill. At 2 p.m., consequently, the battalion again 
moved forward, but, although it made some progress,* the 
attack was on far too small a scale, and had too little weight 
behind it, to make it possible for the Scots Guards to effect 
their purpose. 

Meanwhile, during the course of the same day, another 
battalion of the 3rd Guards Bde.—the 4th Bn. Grenadier 
Guards—had become involved in the fighting on this part 
of the front. This battalion, which advanced to the La 
Justice area during the night of the 24th-25th of November, 
was also sent to the assistance of the 119th Infantry Bde. 
In the morning on the 25th it was ordered to move forward 
in order to occupy some trenches south-east of Bourlon Wood,t 
and, at about 11.80 a,m., this advance was begun. The line 
of route through Graincourt to Anncux was under the direct 
observation of the German gunners and the battalion was 
subjected to very heavy shell fire. The Grenadiers, however, 
moving forward in platoons at 200 yards’ interval, maintained 

* The company on the right, after gaining some valuable ground, 
was forced by the intensity of the enemy’s machine-gun fire to dig in. 
It drove back several German counter-attacks, and held its ground, 
although all its officers were put out of action. During the day’s 
fighting the battalion suffered heavy casualties from the enemy’s 
machine-gun and rifle fire, 

t These trenches were marked on the map, but were found not to 
be in existence. See Gu rds Division l N native. 
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their traditional steadiness and discipline.* ** Luckily, the 
casualties were less severe than might have been expected 
owing very largely to the fact that when the enemy’s barrage 
was at its heaviest a violent hailstorm came down and hid 
the advancing troops from sight. The battalion eventually 
succeeded in reaching the southern edge of Bourlon Wood, 
where three companies dug themselves in with their entrench¬ 
ing tools, while the remaining company remained in support 
under cover in Anneux. 

After nightfall on the 25th the 02nd Division relieved 
the 40th Division in the line, and the 2nd Bn. Scots Guards 
was replaced by troops belonging to the 186th Infantry Bde. 
The Scots Guards then withdrew into support to a position 
in the south-eastern portion of Bourlon Wood about 400 
yards in rear of the front line, while the 4th Bn. Grenadier 
Guards moved forward into the wood and took up a position 
on their left. The two battalions remained in these positions 
until the evening of the 26th of November when they were 
both relieved, the 2nd Bn. Scots Guards moving hack to 
Flesquifires and the 4th Bn. Grenadier Guards to the south¬ 
eastern corner of Bourlon Wood, where it came under the 
orders of the 2nd Guards Bde.f 

* The battalion “ had to advance in full view of the Germans, who 
at once put down a heavy barrage in front of it. With the utmost 
coolness and steadiness tire 4th Battalion advanced through this 
barrage as if it was on parade, and earned special praise from General 
Ponsonby.” See “ The Grenadier Guards in the Great War,” 1914- 
1918, vol. ii. pp. 371, 272. 

f In appreciation of the good service performed by the Guards 
during these two days, the following message was received from Major- 
General Ponsonby, commanding the 40 th Division :— 

“ I wish to express on behalf of my division my sineere tlianks 
for the support given us on the 24th and 2Sth of November, by the 
battalions of the Guards Division placed at my disposal for the defence 
of Bourlon Wood—namely, the 2nd Scots Guards and the 4th Grenadier 
Guards. 

“ 1 would like to bring to notice particularly the 2nd Scots Guards, 
who throughout the period prevented the enemy ftom breaking through 
the right flank of the position, and assisted in repelling at least two of 
tho onemy’s counter-attacks. 

“ 1 enclose extracts from the report of the Brig.-General commanding 
119th Infantry Brigade: 

** * The 2nd Scots Guards reinforced the firing line which had 
become very thin early in the morning of 25th of November and 

Vot i. X 
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(5) The decision foe the Guards to attack Fontaine- 
Notre-Dame—Major-General Feilding’s objections 

TO THE ATTACK OVERRULED. 

The fighting on their left during the 25th of November 
did not much affect the battalions which were holding the 
front of the 1st Guards Bde., but this period of comparative 
peace was not to be of long duration for, in the afternoon of 
that day, Major-General Feilding received a visit from the 
B.G.G.S. of the IV Corps, who informed him that the Guards 
Division would be called upon to participate in an attack 
on Bourlon Wood at an early date. In view of what Sir 
Julian Byng had himself told him,* and taking into account 
the results so far achieved after four days’ fighting, the 
Major-General felt very strongly that such an attack de¬ 
livered from the line occupied by the Guards, in addition 
to being a costly undertaking, could not be carried out 
successfully. The wood, which was situated on a ridge 
running east and west, was the most commanding feature in 
the landscape for miles round. It crowned a conical shaped 
hill a little to the east of which on its southern slope lay the 

remained in action till they came under the orders of the 180 th Brigade ’ 
—02nd Division—‘ on the night 26-27 November. 

“ ‘All ranks behaved with the utmost gallantry, and assisted to repel 
two German counter-attacks at least, in addition to continual enemy 
pressure. 

“‘ They inspired all with great confidence. 

“‘The 4th Grenadier Guards came under my command in the 
afternoon of Hie 26th inst. To reach a position of readiness they 
had to cross the open in artillery formation for a great distance under 
enemy observation and were heavily shelled in so doing. 

“ ‘ They were as steady as on parade. 

“ 1 The 3rd Coldstream Guards, on the initiative of their commanding 
officer, materially assisted to readjust my broken right flank by re¬ 
inforcements of men and machine guns, on night of the 24th inst. at 
a very critical period. By so doing they were instrumental in carrying 
out an important readjustment of the line.’ 

“ To the above-mentioned units I wish to express my gratitude I ” 

Jn circulating the above message the G.O.C., Guards Division, 
“ hoped that it would be kept as a record of a difficult piece of work 
most creditably performed.” See W.D., Guards Division, December, 
1917, App. 616. 

* See p. 294. 
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undemolished, village of Fontaine-Notre-Dame held by the 
enemy. South of the Bourlon ridge the country to the east 
of the Hindenburg Line as far south as the Flesquikres ridge 
is of a considerably lower elevation, so that the villages of 
Graincourt-lez-Havrincourt, Anneux and Cantaing lay in 
a basin surrounded on three sides by hills. 

The possession of the ridge on which Bourlon Wood stood 
was as essential to the enemy, therefore, as it was to the 
British.* It was clear that he would continue to defend it 
to the last man.f It was equally clear that he had reinforced 

* See “ Sir Douglas Haig’s Despatches, 1015-1918,” p. 150. 

t In his Cainbrai Despatch Sir Douglas Haig, in explaining his 
decision to continue the offensive and to attempt to secure possession 
of tiie Bourlon ridge, states that there were signs that the enemy was 
preparing for a retirement. “ Craters had been formed at road junctions, 
and troops could be seen ready to move east.” He admits that his 
own troops were tired out and that the enemy’s reinforcements were 
coming up, but he was so much impressed with the great results which 
would follow Lhe capture of the ridge that he felt justified in making 
the attempt. “ It was to be remembered . . . that the hostile rein¬ 
forcements coming up at this stage could at first be no more than enough 
to replace the enemy’s losses ; and although the right of our advance 
had definitely been stayed, the enemy had not yet developed such 
strength about Bourlon as it seemed might not be overcome by the 
numbers at my disposal. ... An additional and very important argu¬ 
ment in favour of proceeding with my attack was supplied by the 
situation in Italy, upon which a continuance of pressure on the Cainbrai 
front might reasonably be expected to exercise an important effect, 
no matter what measure of success attended my efforts. Moreover, 
two divisions previously under orders for Italy had on this day been 
placed at my disposal, and with this accession of strength the prospect 
of securing Bourlon seemed good.” See “ Sir Douglas Haig’s De¬ 
spatches, 1015-1918,” pp. 159,100. In their interesting but somewhat 
uncritical account of Sir Douglas Haig’s conduct of the campaign on 
the Western Front, Mr. G. A. B. Dewar and Licut.-Colonel J. H, 
Boraston defend the policy of the British Commander-in-chief in 
continuing the operations at Cambrai after the failure of the original 
plan of exploitation which they insist—and rightly insist—was the 
main purpose of the battle. In discussing the operations, however, 
they appear to forget that the majority of the troops at Cambrai had 
only just emerged from the ordeal of the third battle of Ypres, where 
there was certainly no sign “of hoarding our resources,” nor was there 
ever any question of our being able to give the enemy “ a knock-out 
blow ” at Cambrai. Even bad the exploitation been fully successful 
in compelling the Germans to retire from that town and their positions 
to the north of it, it would still have been impossible at that season 
of the year and with the troops at his disposal for Sir Douglas Haig 
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his line since the opening of the battle and that his defence 
was becoming better organized each day. On the 21st and 
22nd of November there had been comparatively little hostile 
artillery and machine-gun fire, as the majority of the German 
guns and machine guns in this sector of the line had been 
captured on the first day of the offensive ; but, from the 
28rd onwards, the enemy’s artillery fire had increased in 
volume whilst his machine-gun defence had daily become 
more and more vigorous. The British Intelligence reports 
stated that the majority of the German guns which were 
now coming into action were north of Bourlon Wood, and 
on the high ground south and west of Cambrai. They were 
placed, therefore, in positions from which they could fire 
upon troops attacking the Bourlon ridge in front, in rear and 
also on the flank. If, then, the capture of this ridge could 
not be effected during the first days of the offensive when the 
enemy’s defensive system was entirely disorganized and his 
troops in retreat, how much less easy would it be to drive 
him out of the wood and off the hill when he was fully pre¬ 
pared for the attack and had a plentiful supply of guns ? * 

So profoundly convinced was Major-General Ecilding 
that in the circumstances the proposed attack on Bourlon 
Wood and Fontaine-Notre-Dame was a dangerous and 
impracticable undertaking for which there could be no kind 
of justification, that he at once requested that a conference 

to press his strategic advantage. It is all very well for Mr. Dewar 
and Lieut.-Colonel Boraston to condemn “the policy of small and 
' perfect ’ operations without strategic aim ... as about the most 
cold-blooded and diabolic in war,’’ but the battle of Cambrai, even had 
it achieved its purpose, was really nothing else. Had the British 
Commander-In-Chief, therefore, decided to break off the engagement 
after the first day’s fighting and drawn back his line along the main 
FlesquiSres ridge, it would have been a perfectly justifiable tactical 
move which most practical soldiers with experience in the war would 
have commended—which no one in his senses could have described 
as a “ pottering game of grignolage .” Cf. “ Sir Douglas Haig’s Com¬ 
mand, 1915-1918,’’ vol. i. p, 408. 

* In addition to the reasons which have already been mentioned 
against the attack, possession of the Bourlon ridge would not ipso facto 
have rendered secure the line which the Third Army was then holding 
unless the high ground just south-east of Cambrai were also captured, 
for the enemy’s guns in that area not only commanded the country to 
the west as far as Flcsqui^res, but also the Bourlon ridge itself. 
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might be held in order that he might explain to the IV 
Corps commander his objections to the attack.* 

A conference was accordingly held the following morning 
at the headquarters of the 62nd Division at Havrincourt. 
Major-General Feilding handed in a written appreciation of 
the situation,f in which he set out very fully the reasons 
which made him believe that the proposed operations must 
inevitably end in failure. He pointed out that his division 
was being ordered to make an attack into a small salient 
from a salient, and that his troops as they advanced would 
be exposed to the enemy’s artillery fire from three sides. 
He also drew the attention of the corps commander to the 
fact that he only had six fresh battalions available for the 
operation, namely, the 2nd Guards Bde. and two battalions 
of the 3rd Guards Bde. Instead, therefore, of the isolated 
attack on the Bourlon ridge, he advocated either an attack 
which should include the capture of the high ground south¬ 
east of Cambrai as well as the Bourlon ridge, or the making 
of the Flesquicircs ridge the main line of defence and the 
consequent withdrawal of the British front to render such 
a line secure. 

The corps commander, after listening to the Major- 
General’s arguments, stated that he could give no decision, 
that the matter must be referred to the Third Army 
commander, whose arrival he was expecting. The Major- 
General then suggested that it might be well to consider the 
details of the proposed attack on the Bourlon ridge in case 
it were decided to proceed with it, but, as the corps com¬ 
mander was unprovided with any plan, or artillery pro¬ 
gramme, or objectives, or divisional boundaries, it was 

* In view of eventualities, the Major-General took the precaution 
of pointing out to the B.G.G.S. that the Guards were holding a long 
line, and that, if the attack were to take place, they would be called 
upon to advance across a stretch of country in full view of the enemy’s 
gunners and to capture an undemolished village which would be stoutly 
defended. I-Ic requested, therefore, that Fontaine-Nbtre-Dame 
should bo subjected to an intense bombardment by all the heavy 
artillery available. The B.G.G.S. assured him that this bombardment 
should be carried out. 

1' 6'eo W.D., Guards Division, No. 27Q7/202/G. 
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impossible to make any arrangements, with the result that 
much valuable time was lost. 

The Third Army commander arrived about 11 a.m., 
and, notwithstanding the Major-General’s objections, decided 
that the attack as originally contemplated was to take place. 
It was settled, therefore, that on the 27th of November the 
Guards were to seize Fontaine-Notre-Dame, while the (32nd 
Division * was to complete the capture of Bourion Wood, and 
to attack the eastern end of Bourion village. The 6th Division, 
on the right of the Guards, was ordered to take over ground 
as far north as the road junction north of Cantaing in order 
that the wide frontage held by the Guards might be somewhat 
reduced. As soon as the Third Army commander had given 
his decision for the attack on the Bourion ridge to take place, 
Major-General Feilding hurried back to his own headquarters, 
where his brigadiers were awaiting his arrival, and a plan 
for the operation on the following day was hurriedly drawn 
up, the unenviable task of capturing Fontaiue-Notre-Damc 
being entrusted to the 2nd Guards Bde., which, it will be 
remembered, lay in reserve at Rib6court.f 

(6) The 2nd Guards Brigade takes over the line pre¬ 
paratory TO THE ATTACK ON FONTAINE-NOTRE-DAME. 

At 2.30 p.m. on the 20th of November, when the order 
for the attack on Fontaine-Notre-Dame the following day 
reached the 2nd Guards Bde., the brigade was already 
advancing in order to relieve the 1st Guards Bde. in the line.j: 

* Commanded by Major-General W. P. Braitliwaitc. 

t During tlie course of the afternoon of this day (the 20 th of Novem¬ 
ber) the artillery bombardment of Fontaine-Notre-Dame, for which 
Major-General Feilding had asked, was carried out by the IV Corps ; 
but, a3 only two batteries and one section of G-in. howitzers were 
employed, it was quite ineffective. 

t “ As far as the 2nd Guards Brigade was concerned, their Brigadier 
was not told of the intended attack on Bourion till the afternoon of 
the 26th ; the C.O.’s of battalions not till four o’clock, and Company 
Commanders not till midnight of that date. No one engaged had 
seen the ground before, or knew anything about the enemy’s dispositions. 
Their instructions ran that they were to work with the 186th Brigade 
on their left ‘ with the object of saining the whole of Bourion Wood, 
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Its battalions, therefore, had first to carry out the relief and 
then to move into their respective positions of assembly 
for the attack—a double task which complicated an already 
difficult situation. The weather, too, made matters still 
more unpleasant as it snowed persistently during the night, 
and the ground was terribly heavy. The troops, who had 
already been compelled to lie out in the open for two nights 
and were drenched to the skin, had to endure, therefore, a 
particularly trying ordeal on the eve of the battle. 

The brigade, after encountering a heavy hostile barrage 
on the Bapaume—Cambrai road and the southern edge of 
Bourlon Wood,* reached its allotted positions on the 
Guards divisional front about 1 a.m. on. the 27th of 
November. Its arrival released the 2nd Bn. Scots Guards,f 
which, as already stated, withdrew to the neighbourhood of 
Flcsqui&'es, and also the 4th Bn. Grenadier Guards, the 
other battalion which had assisted the 40th Division. This 
latter battalion remained in support positions in the south¬ 
eastern portion of Bourlon Wood with orders to occupy 
the front line as soon as the attacking battalions had vacated 
it, while the 1st Bn, Welsh Guards was brought up early 
in the morning of the 27th of November to the sunken road 
between La Justice and Graincourt, where it came under 
the orders of the Brigadier commanding the 2nd Guards Bde. 


(7) Hurried arrangements for the attack. 

The only order issued by the IV Corps for the attack on 
the Bourlon position by the Guards Division and the 02nd 
Division stated that the object of the operation was to gain 

La Fontaine and the high ground behind it.’ As a matter of fact, 
they were to be brought up in the dark through utterly unknown 
surroundings; given a compass bearing, and despatched at. dawn 
into a dense wood on a front of seven hundred yards, to reach an objective 
a thousand yards ahead.” See “ The Irish Guards iu the Great War, 
byRudyardKipling, vol. ii.p. 178. „ 

# The 2nd Bn. Irish Guards sustained 40 casualties as a result or 

this barrage. , , , 

t This' battalion lost 5 officers and 01 other ranks between the 
24th of November and this date. 
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all the ground on the ridge “ from which the enemy can 
observe our batteries,” and to take the village of Bourlon. 
The allotted objectives were for the Guards Division, 
Pontaine-Notre-Dame, and, for the 62nd Division, Bourlon. 
The attack was to be covered by a barrage supplied by the 
artillery of the two divisions, and the heavy artillery, and 
the artillery of the 86th Division were also to render such 
assistance as might be directed by the B.G.G.S., R.A., of 
the corps. Three dismounted regiments of the 2nd Cavalry 
Division were placed at the disposal of the G.O.C. the 62nd 
Division, while the artillery of the same cavalry division 
was placed under Major-General Feilding’s orders.* Tanks, 
fourteen of which belonging to “ F ” Bn. were to assist the 
Guards attack,f were also detailed to cooperate with the 
infantry of each division.$ 

On the front of the Guards Division the attack was to 
be covered by a creeping barrage fired by six brigades, 
R.F.A., the pace of the barrage throughout being fixed at 
100 yards in 5 minutes with a pause of half an hour on the 
first objective—a line running through the cross-roads in 
the middle of Pontaine-Notre-Dame, thence to the railway 
line about 200 yards west of the station, thence approxi¬ 
mately along tire railway line and the northern edge of 
Bourlon Wood. It was proposed to make this line the main 
line of defence in the event of the attack proving successful. 

The second and final objective was the railway station 
at Fontaine-Notre-Dame together with the eastern out¬ 
skirts of that village. Here it was intended to form an out¬ 
post line with strong points on the two main roads leading 
eastward from the village. 

A heavy standing barrage was to be placed on La Folic 
Wood throughout the attack, as well as on all the approaches 
to Fontaine-Notre-Dame, while the D.M.G.O., Guards 
Division, was ordered to arrange for a machine-gun barrage 

* As a matter of fact this brigade, R.H.A., arrived too late upon 
the scene of action to take any part in the bombardment. 

t Twelve of these tanks were in position with the troops of the 2nd 
Guards Bdc. at fi a.m. on the 27th of November. The other two 
broke down on their way to tlic front line. 

} See XV Corps Operation Order, No. 828. 
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on the ground beyond the second objective by the guns 
belonging to the 3rd, 4th and 11th Bde. Machine-Gun Com¬ 
panies. Four guns of the 7th Motor Machine-Gun Company, 
were also placed on the spur of high ground just north-west 
of Cantaing in order to sweep with fire the eastern exits of 
Fontoine-Notrc-Damc. 

(8) Attack by tiie 2nd Guards Brigade upon Fontaine- 

Notre-Dame. 

Punctually at zero hour, 6.20 a.m. on the 27th of 
November, the artillery barrage came down and the Guards 
went forward to the attack *—the 8rd Bn. Grenadier Guards 
on the right, the 1st Bn. Coldstream Guards in the centre, 
the 2nd Bn. Irish Guards on the left. 

The Grenadiers, advancing along both sides of the 
Bapaume—Cambrai road, were to assault Fontaine-Notre- 
Dame; the Coldstream, extending fan-wise from their 
starting point, were to seize the railway line from the northern 
edge of that village to the eastern edge of Bourlon Wood, 
their task being to gain possession of the south-eastern slope 
of the ridge; while, further up the same slope, the Irish 
Guards were to force their way through the eastern portion 
of Bourlon Wood and to gain touch with the troops of the 
186th Infantry Bde. on their left. 

The remaining battalion of the 2nd Guards Bde., the 1st 
Bn. Scots Guards, which was holding a trench line of about 
1,000 yards to the south of Fontaine-Notre-Dame, was made 
responsible for the protection of the right flank of the attack, 
with orders to push forward a company and a machine gun 
along the sunken road which led northward to the southern 
side of the Village as soon as the first objective had been 
talcen.f 

* The tanks wore late in crossing the line, but some of them caught 
up the infantry (luring the advance. 

t The reason why this battalion was especially instructed to make 
use of this sunken road was that in previous attacks troops crossing 
the open country iu this area had been wiped out by machine-gun fire 
from La 1'olie Wood. See Narrative of Operations by the 2nd Guards 
Bde., 27th of November, 1917. 
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Almost immediately after leaving tlicir trenches the 
Grenadiers encountered very heavy machine-gun fire, which 
came mainly from the direction of La Folic Wood. The 
two companies advancing south of the Bapauino—Cambrai 
road suffered severely from this enfilade fire, and, before 
they had reached the shelter of the houses on the outskirts 
of Fontaine-Notre-Dame all their officers and non-com¬ 
missioned officers had been put out of action with the excep¬ 
tion of one non-commissioned officer who, with six determined 
men, fought his way forward as far as the village-church, 
where the party joined up with the other two companies of 
the Battalion. These companies, assisted by some tanks, 
had already reached their first objective after hard fighting. 
It was now 7.15 a.m. and the situation, so far as the Grenadiers 
were concerned, was far from satisfactory. Their first 
objective had, indeed, been most gallantly carried and the 
greater part of Fontaine-Notre-Dame was once again in British 
hands. But parties of Germans were still holding out in 
two derelict tanks, and in some trenches just south of the 
village, while the cost of the attack had been far too great 
for the strength of the attacking force. Two of the companies 
engaged had practically ceased to exist, and the casualties 
in the other two companies had been severe. 

On the left of the Grenadiers the enemy almost at once 
gave ground as the Coldstream advanced.* But after going 
forward for about 200 yards the left company of the 
attacking force, which was badly enfiladed by maehinc-gun 
fire from the high ground in Bourlon Wood, unfortunately 
swung too much to the left, and so lost touch temporarily 
with the centre company. The advance of this latter 
company was checked by the determined resistance of a party 
of Germans posted in a quarry just outside Fontaine-Notre- 
Dame. Here it lost all its officers, with the exception of its 

* The.Coldstream complained that the artillery barrage was feeble 
and erratic, and also that the four tanks, detailed to cooperate with 
them, were late in arriving and of no practical assistance to them 
until they had reached their final objective. In justice to the gunners 
it should be borne in mind that all the arrangements for this attack 
were so much hurried and so incomplete that no time was given them 
to make their preparations or to carry out any preliminary registration 
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commander, and most of its non-commissioncd officers, but, 
nothing daunted, the company pressed on, and, bombing 
its way along a trench, eventually succeeded in rusliing the 
quarry from a flank capturing 3 machine guns and about 
200 prisonei's, in addition to killing 40 of the enemy with 
the bayonet. It then advanced to its first objective, to 
which line, however, only about SO men of the company 
on the left succeeded in making tlicir way. Mean¬ 
while, the company on the right had made more rapid 
progress. After driving the Germans from their trenches 
on the west of Fontnine-Notre-Damc, it entered the northern 
side of the village at 7.30 a.m. and chased the enemy as far 
as the railway line at the point of the bayonet, capturing 
many prisoners, 2 field guns and 2 machine guns. Having 
gained touch with the Grenadiers on their right, the Cold¬ 
stream at once sent forward patrols, but their situation was 
little more satisfactory than that of the Grenadiers. The 
battalion had carried out its allotted task with great dash 
and determination, but the casualties in its ranks had been 
so great that it was found impossible to fill up a gap of about 
300 yards between its right flank and the Grenadiers, and 
there was also a considerable gap between its own centre 
company and the company on the left. It was, moreover, 
now exposed to a heavy and incessant machine-gun fire from 
the high ground north of the railway line as well as from 
the enemy’s trenches east of Fontaine-Notre-Dame. 

On the left of the attack the Irish Guards also had a 
difficult task. Their left company was checked by machine- 
gun fire from a German strong point on the front of the 
186th Infantry Bde., but the other attacking companies, 
in despite of a particularly stout resistance on, the part of 
the enemy, succeeded in reaching their objective, capturing 
a considerable number of prisoners on their way. Here 
they gained touch with the Coldstream on their right and 
with the 2/5th West Riding Regiment (186th Infantry Bde.) 
on their left. But, as in the case of the other attacking 
troops, the Irishmen were in no enviable position. The line 
w;|uch they had gained was being violently shelled, and, in 
addition to this, it was found that the enemy was still in 
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possession of a strong point on the high ground in the centre 
of the wood, and was also in great strength along the railway 
line to the north. The battalion had suffered many casualties 
in the advance and it was impossible to fill up a gap which 
separated it from the troops on its left flank. In these 
circumstances there appeared to be only one thing to do, 
and the commanding officer ordered his men to dig themselves 
in, with their left flank refused. While the Irish Guards 
were endeavouring, therefore, to consolidate a line just 
outside the north-east edge of Bourlon Wood, the Grenadiers 
and Coldstream, at about 7.4S a.m. sent forward parties to 
capture the second line of objectives. The Grenadiers 
reached their objective, the eastern edge of Fontaine-Notre- 
Dame, without much difficulty 5 but the small party which 
had been left astride the Bapaumc—Cambrai road was about 
this time driven back by a German counter-attack, and, 
although the men gallantly returned to the attack, and, with 
the assistance of two tanks, regained the lost ground, their 
casualties, due to the enemy’s intense machine-gun fire, 
were too heavy for them to do anything more than to con¬ 
solidate their position.* 

Had the 1 st Bn. Scots Guards, on tlic right of the 
Grenadiers, been able to gain touch with them, the 
situation might possibly have been somewhat improved. 
But, although a company of Scots Guards, about 7 a.m., 
made a great effort to proceed up the sunken road towards 
Fontaine-Nofcrc-Dame, it was unable to get within about 
150 yards from the southern outskirts of the village, and 
the patrols which were sent forward failed to reach the 
Grenadiers. The enemy’s machine-gun fire from the houses 
in the southern portion of the village cost this company 
all its officers and half its entire strength, but, nevertheless, 
the remaining men, ably handled by a sergeant, successfully 
beat off a Gorman counter-attack. 

* The tanks went forward to put down tlio machine-gun fire, hut 
were forced to withdraw on account of the effectiveness of the enemy’s 
fire. The S.m.K. (amour piercing ammunition) used by the Germans 
was very powerful. It is said to have gone through brick walls as if 
they were made of paper. See Narrative of the Operations of the and 
Guards Bde., 27th of November, 1017. 
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The Coldstream, on the left of the Grenadiers, were able 
to seize the railway station where, besides capturing or 
killing about 50 Germans, they took a field gun. Their 
success, however, was only of a temporary nature, as they 
were speedily shelled out of their new position, and, although 
the officer commanding the party, after collcoting a few more 
men, returned and again succeeded in capturing the objective, 
the position was found to be untenable. 


(9) Withdrawal of the 2nd Guards Brigade to the 
British front line. 

By about 8.80 a.m., therefore, although the troops of 
the 2 nd Guards Bde. had reached their final objectives on 
the greater part of the line, the attacking force was so weak 
numerically that it was obvious that it could not maintain 
its hold of the ground which it had captured so gallantly 
unless it could be reinforced without delay. The enemy’s 
counter-attacks from the north and east were developing 
in strength, in addition to which Fontaine-Notre-Dame still 
contained many Germans, for neither the Grenadiers nor the 
Coldstream were in sufficient strength to carry out the task 
of clearing up the village. The Coldstream, indeed, had 
been allotted so extensive a front that it had only been 
possible to detail one platoon for this all-important work— 
a force which, casualties apart, was entirely insufficient for 
the purpose. As a result, runners were sniped at from the 
houses, and prisoners broke away from their escorts to join 
their comrades who were still lurking in the half-ruined 
houses and cellars. 

As soon as this state of affairs was reported to Brig.- 
General Sergison-Brooke, he ordered the 4th Bn. Grenadier 
Guards to move forward, one company in support of the 
8rd Bn. Grenadier Guards, two companies in support of the 
1st Bn. Coldstream Guards and the remaining company, to 
watch the left flank of the 2nd Bn. Irish Guards. At the 
same time, he sent a telephone message to divisional head¬ 
quarters asking that the 1st Bn. Welsh Guards might be sent 
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forward and placed under his orders. This request was 
immediately complied with. 

Unfortunately, however, not one of these movements 
could be carried out in time to improve the situation. The 
enemy, in considerable strength, working down the railway 
cutting from a northerly direction, fell upon the isolated 
remnants of the company on the left dank of the Coldstream 
and drove them in, only 1 officer and IS men managing 
to find their way back to the old line. 

T his German success had the additional effect of rendering 
still more precarious the position of the Irish Guards. 
Threatened on their left flank by the Germans who had 
remained in the wood and who by this time had been re¬ 
inforced, and with the enemy penetrating through the gap 
created by the withdrawal of the Coldstream on their right, 
the Irish Guards were now practically cut off from the 
186 th Infantry Bde. on their left * and the remainder of the 
2nd Guards Bde. on their right. They had no chance of 
breaking off the action as there was a heavy hostile barrage 
on the ground in rear of them, while the enemy, covered by 
the fire of liis field guns, pressed forward to the attack all 
along their thinly-held line. It was only with the greatest 
difficulty and at a great cost, that the Irish Guards succeeded 
in extricating themselves from their extremely awkward 
situation; but, by about 2 p.m., 1 officer and 79 other ranks 
had found their way back to their old line and were in touch 
with the troops on their flanks. At the close of the day 
the battalion was 117 strong.f 

Meanwhile, the remnants of the 3rd Bn. Grenadier Guards 

* The advance of the 180th Infantry Bde. had been slower than that 
of the Guards, but its troops arc reported to have “ practically reached 
all their objectives ” during the course of the afternoon. See W.D., 
62nd Division, November, 1017. Subsequently, they were forced 
back on their left flank as the result of repeated counter-attacks, By 
tire evening the loft battalion of the brigade was back on the high 
ground in Bornion Wood more or less in the positions from which it 
had advanced to the attack, facing north-west. Its right battalion 
was in touch with the left battalion of the Guards. The 187th Infantry 
Bde., which had attacked on the left of the 180th, after making its way 
half-way through Bourlon, had also been forced to withdraw. 

t See “ The Irish Guards in the Great War," vol. ii. pp. 180,181. 
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and the 1st Bn. Coldstream Guards were also vigorously 
counter-attacked, and they, too, were in great danger of 
being cut off and surrounded by the enemy. The Germans 
advanced in strength through Fontaine-Notre-Dame, and also 
along the Bapaume—Cambrai road where all that remained 
to stop their progress was a post of Grenadiers, the strength of 
which had been reduced to half a dozen men. Any further 
attempt to remain on the line of the final objectives was 
clearly out of the question, and the Grenadiers, after informing 
the Coldstream of their intention, withdrew westward to 
tlieir old trenches, but not before they had temporarily 
cheeked the onrushing Germans by well-directed machine- 
gun and rifle fire. 

The Coldstream, after doing their best to destroy with 
bombs the 2 captured field guns, also made good their retire¬ 
ment. The brigade was then ordered to hold its original 
line as it was deemed useless to occupy the old German 
line which afforded no field of fire and the wire of which was 
of course on the western side. 

The brigade and the 4th Bn. Grenadier Guards were 
relieved during the night by the 1st Bn. Grenadier Guards, 
the 1st Bn. Welsh Guards and two companies of the 2nd 
Bn. Coldstream Guards. The shattered battalions of the 
2nd Guards Bde. were withdrawn into support positions 
round La Justice, and the 4th Bn. Grenadier Guards moved 
to Flesqui&res. 


(10) Work or the 2nd Guards Brigade Machine-Gun 

Company during the righting, 27th or November. 

The work of the machine gunners throughout the course 
of the engagement on the 27th of November was extremely 
arduous from the beginning to the end of the day.* One 
gun was utilized to fire on La Folie Wood from the front 
occupied by. the 1st Bn. Scots Guards; and another gun, 
the whole of the team of which became casualties, was 

* i Sec W.D., 2nd Guards Bde, Machine-Gun Company, November, 
’ 917 . 
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carried forward with the attacking company of the same 
battalion, which advanced up the sunken road.* The two 
gun teams, which attacked in conjunction with the Grenadiers, 
got well forward to a position in the main street of Fontainc- 
Notre-Dame and brought their guns into action in rear of 
a barricade after the Germans had been bombed out of the 
adjacent houses. When the attacking force was obliged 
to withdraw, these machine guns were fired from a position 
near the factory and did much execution among the enemy’s 
troops as they came back into the village. The four gun 
teams, which accompanied the 1st Bn. Coldstream Guards, 
reached the railway cutting with the centre attacking com¬ 
pany, but were unable to find a good field of fire and so could 
playno important part in thefighting. Theoflicer in command 
of the two gun teams which acted in cooperation with the 
company on the right flank of the Irish Guards was killed; 
his guns were reported to have been in action at the north¬ 
eastern corner of Bourlon Wood, but no more was heard of 
them. The officer in command of the two teams on the left 
flank of the Irish Guards was also killed, and there was little 
opportunity for his gunners until the time came for the 
withdrawal when they played an effective part in covering 
the extreme left of the Guards line. 


(11) Comments on the engagement of txie 27tii of 

November. 

The losses suffered by the 2nd Guards Bde. in the abortive 
attack upon Fontaine-Notre-D ame were naturally very 
severe. The total casualties returned for the period from 
the 26th to the 28th of November amounted to 88 officers 
and 1,043 other ranks of whom 9 officers and 481 other ranks 
were reported as missing.f 

* See p. 814. 

f A great many of the wounded among these casualties were 
brought back with the aid of German prisoners. Moat of those reported 
missing were either killed or severely wounded during the final counter¬ 
attack. The 2nd Guards Bde. took over 600 prisoners during the course 
of the fighting, but many of these escaped on their way to the rear 
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When such heavy losses occur in a comparatively small 
and unsuccessful action, the question naturally must be 
asked whether the operation as planned was a feasible one— 
in this case, whether the 2nd Guards Bde. could have achieved 
success. There can be little doubt that all that Major- 
General Feilding said in opposition to the proposed attack 
on the Bourlon ridge, was amply borne out by the day’s 
fighting on the 27th of November, and that the higher 
authorities completely under-estimated the difficulties of 
the task which they were setting the Guards Division and the 
62nd Division. They were so anxious to obtain possession 
of the all-important high ground that they failed to realize 
that a task, which it had been proved impossible of attain¬ 
ment when the enemy had been taken by surprise, could 
not be achieved by means of a minor attack seven days later, 
when he had reorganized his defences and brought up 
reinforcements. The limited scope of the operation of course 
made the task of the attackers all the more difficult, because 
the fire of the enemy’s guns was concentrated upon a small 
area of country and the advancing troops were under direct 
observation almost from the moment they left their trenches. 
But, in addition to the failure to appreciate the strength of 
the enemy’s positions, the higher authorities called upon 
the Guards to attack upon a front which previous experience 
should have taught them was far too wide. When the 
division was called upon to assault Fontaine-Notre-Dame, 
it will be remembered that it was occupying a front about 
3,500 yards in length, but, when its final objectives were 
reached by the 2nd Guards Bde. on the 27tb of November, 

owing to the lack of men for their escort. In addition to the casualties 
in the 2nd Guards Bde., the 1st Guards Bde., whilst holding the line 
previous to the attack, lost 5 officers and 51 other ranks, and the 2nd 
Bn. Scots Guards and the 4th Bn. Grenadier Guards, which were 
involved in the fighting on the 26tlx of November, lost 12 officers and 
169 other ranks between the 25th and 28th of November. 

The medical arrangements in the forward area worked well, although 
on the 27th of November, it was found impossible to clear the battle- 
held after tire withdrawal to the original front line until after darkness 
had set in. The clearance of the Wounded from the main divisional 
dressing station at Flesqui&res was much hindered owing to lack 
of cars. 

vrvr t. 
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this line was increased to 5,300 yards *—a front wholly 
beyond a division’s capacity to hold after a hard day’s fighting 
in the face of a determined and more powerful hostile force 
plentifully supplied with machine guns and artillery of all 
types. Over and above this serious blemish in the plan of 
operations, however, it must not be forgotten that all the 
arrangements for the attack were hurried and incomplete. 
After Major-General Feilding’s return from the conference 
at IV Corps headquarters on the 26th of November there 
was barely time for the necessary orders for the attack to 
be written; neither the officers nor the non-commissioned 
officers of the attacking battalions could be given any 
opportunity of seeing by daylight the assembly positions or 
the ground over which they were to advance f ; the artillery 
arrangements were wholly inadequate; the preliminary 
bombardment by the heavy guns, which was essential 
to success in an attack upon a fortified village where the 
clement of surprise was lacking, was quite ineffective, there 
was no neutralizing fire on the enemy’s batteries and strong 
points (such as La Folie Wood) during the course of the 
engagement, and the barrage covering the attack was not 
dense enough to protect the advancing troops from the 
enemy’s machine-gun fire. It is highly questionable whether 
a local attack, arranged in such a haphazard and casual 
manner, against a position of such strength as the Bourlon 
ridge could have been successful, even if it had been possible 
to utilize twice the number of men available; but the task 
of the assaulting troops on the 27th of November was 
rendered still more difficult owing to the fact—unknown 
of course to the Third Army commander—that the Germans 
were themselves planning a counter-attack for the same day. 
The fierce attacks from north-east of Bourlon Wood and 
Fontaine-Notre-Dame, which finally drove back the rem¬ 
nants of the 2nd Guards Bde., were delivered by no less 

* In Flanders on July 81st the line held by the Guards Division 
at the beginning of the offensive was about 1,600 yards in length, and 
when the troops had reached their objectives this frontage had only 
been increased by 800 yards. 

t Even air photographs of the ground to be attacked were not 

n.V"i' hl» 
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than four German battalions supported by heavy artillery 
fire, while the enemy had still three more regiments in 
reserve.* 

In the circumstances, therefore, the results of the day’s 
fighting reflected no discredit upon the Guards Division. 
Its officers and men went through the ordeal with their 
customary discipline and courage. If they did not actually 
win success, they gave their lives ungrudgingly to achieve 
it. Their failure was nothing of which to be ashamed. The 
pity of it was that so many brave men were sacrificed in 
vain. 


(12) Relief of the Guards by the 59th Division. 

About 4 p.m. on the 27th of November the IV Corps 
informed Major-General Feilding that the Guards were to 
be relieved by the 59th Division, but, as two of the brigades 
of this Division had a considerable distance to come in order 
to reach the front line, the relief could not be carried out 
in its entirety that night. The 2nd Guards Bde., there¬ 
fore, was moved to Rib^court and the 3rd Guards Bde. 
(less one battalion in Flesqui^res) to Trescault, while the 1st 
Guards Bde. (less one battalion, the 2nd Bn. Coldstream 
Guards) marched from Ribecourt to Metz-en-Couture on 
its relief by a brigade of the 59th Division. Luckily, the 
enemy’s artillery was not particularly active during the 
bight of the 27th~28th of November, and these various 
movements were effected without much difficulty. 

The 28th of November was also a tolerably quiet day, 
although the enemy bombarded the valley south of Bourlon 
Wood with great persistency. During the following night 
the remaining infantry of the Guards Division in and north 
of Flesquteres were relieved by troops of the incoming 59th 
Division, and, at 10 a.m. on the 29th, Major-General Feilding 
handed over the command of the sector to the G.O.C. of 
that division. The 3rd and 4th Guards Bde. Machine-Gun 

* See prisoners’ statements, Narrative of Operations by the 2nd 
Guards Bde., 27th of November, 1917. 
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Companies remained in Eksqui&cs under the orders of the 
59th Division. 

By about 6 p.m. on the 29th of November divisional 
headquarters had been established at Neuvilic; the 1st 
Guards Bde. was concentrated in Metz; the 2nd Guards Bde. 
in Ruyaulcourt and Bertincourt, and the 3rd Guards Bde 
in Trcscatdt. 
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